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Abrasive blasting 
Respiratory protection. Mar., 96. 


Accident ‘costs 
An accountant looks at accident costs (Burch). May, 46. 
Attack ‘accident costs in road building. May, 147. 
Disability cost (News briefs). Jan., 14. 
A lock at one state's accidents (Russell). (ASSE Jour., Feb., 7). 
Sefety gains in 1958, the national accident toll. Mar., 3. 
Safeway profit story (Small bus. and assns.). Jan., 42. 
$10,000,000 loss for contractors in 1958 (Small bus. and assns.). May, 24. 
Who's responsible? (Off the job). May, 50. 


Accident proneness 
Minds and mishaps (Menninger). May, 61. 


Accident records 
P & G employees set another world record. Feb., 10. 
The sky's the limit (Lambie). May, 18. 
See also Awards. 


Accident statistics 

The accident barometer. Jan., 12; Feb., 12: May, 30; June, 21. 

Catastrophes take fewer lives in 1958. Jan., 98. 

A look at one state's accidents (Russell). (ASSE Jour., Feb., 5). 

Man days lost from work injuries in 1958, according to U. S. Dept. of Labor 
statistics (Wire from Weshington). Apr., 30. 

The national accident fatality toll, 1958. Mar., 3. 

Safety gains in 1958. Mar., 3. 

U. S Dept. of Labor statistics on work injuries in 1958 (Wire from 
Washington). Apr,, 30. 

Wisconsin sets new goais in occupational safety (Lutz). Feb., 36. 

Who's responsible? (Off the job). May, 50. 

Why be a statistic? (poem) (Hutzley). (The safety valve). Jan., 10. 

See also Specific subject. 


Accident statistics =- Methods 
Danger--men not working (Off the job). (A reprint from The Telephone News.) 
Jan., 97- 
Medical records. Mar., 25h. 
NSC helps associations simplify reports (Small bus. and assns.). Feb, 85. 
Unsafe acts/conditions--85 to 15 ratio? (Consultation corner). Jan., 56. 


Acetone 
Chemical booby traps (Fawcett). Apr., 22. 
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Acids 
Chemical booby traps (Fawcett). Apr., 109. 
Proper hood for perchloric acid (Consultation corner). Jan., 58. 


Aeronautics 

Air Force, AEC form Life Sciences Working Group to study human factors 
in nuclear propulsions of aircraft and missiles (Wire from 
Washington). Mar., 6. 

Airlines’ record, 1957 performance second best of all time; Guggenheim 
Aviation Safety Center cites "gaps" in research. Jan., 93. 

Aviation a Federal Airport Act discussion (Wire from Washington). 
Mar., 6. 

— changes in its requirements (Wire from Washington). Feb., 
2. 

Electronics at your service (Kulberg). Jan., 118. 

Federal Aviation Agency established new procedures to centralize in- 
formation on "near-miss" incidents (Wire from Washington). Apr., 94. 

Flying is safer for “week~end warriors" (Jayson). Apr., 72. 

High visibility for planes. Jan., 109. 

High-visibility paint asked (Wire from Washington). Jan., 25. 

In case he lowers the boom. May, 38. 

Power behind the broom (Ehmann). Apr., 24. 


Air contawinents 
Controlling sir-borne bacteria. Mar., 76. 
Table of potential asphyxia hazards. Mar., 94. 
See also Dust; Gases. 


Air pollution 
Adapt Geiger counter to aid pollution study. May, 156. 
Allied Chemical reveals odor survey results. May, 148. 
Announce program for air pollution meeting. May, 150. 
Cities dirtier (News briefs). Jan., 14. 
Clearing the air (News briefs). Feb., 17. 
Dilution can check air pollution. May, 146. 
National conference on air pollution stressed diseases from "dirty" air 
(Wire from Washington). Jan., 17. 
Pollution and cancer (News briefs). Jan., 14. 


Air sampling 
Industrial hygierie instruments, a review of commercially available 
equipment (Cook). Feb., 32. 


Alcoholism 
Habituating drugs (Bell). Jan., 8. 
Salvaging the problem drinker (Laughlin). Apr., 52. 


Alligator shears 
Issue report on alligator shears. May, 94. 


Alpaugh, E. L. 
Industrial health, abstracts of current literature on occupational 
hygiene, medicine and nursing. Jan., 50; Apr., 70; May, 44. 


Amusement parks 
Fun with safety (Small bus. and assns.). Jan., 42. 
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Andrews, Bill 
Diary of a safety engineer (fiction). Jan., 36; Feb., 30; Mare, 7; Apr., 
17; May, 39; Jume, 30. 


Asphyxiation 
Smoke is deadly. Mar., 237. 
Suffocation hazard (News briefs). Jan., 14. 
Table of potential asphyxia hazards. Mar., 94. 


Associations 
Announcement of association award (Small bus. and assns-). May, 2h. 
FEMA elects officers (Personals). May, 169. 
Hygiene Foundation announces appointments (Personals). Jan., 86. 
NFPA to meet in Atlantic City. May, 139. 
New FEMA directors (Personals). Jan., 90. 
Parmalee heads Veterans of Safety (Personals). Jan., 89. 
Small business and associations (Baltzer and Curry). Jan., 42; Feb., 85; 
Apr., 50; May, 24; June, 46. 


Atomic power 
AEC control of reactor operation (Wire from Washington). Feb., 42. 
Additional safeguards for handling nuclear material (Wire from Washington). 
Jan., 17. 
Learning to live with the atom. Mar., 8. 
Pinhole camera locates the hot spots. Jan., 78. 
Ready for any type of fire. Jan., 96. 
TV eyes watch atom at work. Feb., 18. 


Attitudes 
Attitudes (editorial). (ASSE Jour., May, 17). 
Good safety attitudes and how to develop them (Hannaford). June, 22. 
To understand behavior, look for the attitudes (Brody). May, 88. 
See also Motivation. 


Awards 
Announcement of association award (Small business and assms.).May, 24. 
For distinguished service. Jan., 84; Apr., 86; May, 106; June 18. 
Hoffman award won by James Stannard Baker. May, 148. 
Honor where due (editorial). May, 4. 
Howard Pyle presents award to Clifford Hood for U. S. Steel. May, 116. 
Labor and management point with pride (Hyde). Feb., 27. 
Posthumous honor to Herbert F. Reinhard (Small bus. and assns.). Apr., 50. 
President's medal. May, 152. 
Recognize wives' part in safety records. May, 145. 
Something new all the time (Small bus. and assns.). June, 46. 
See also Contests. 


Back problems 
A new look at sore backs (Rush). Apr., 60. 


Bacteria 
Controlling air=borne bacteria. Mar., 76. 


Baltzer, A.M. and John T. Curry. 
Small business and associations. Jan., 42; Feb., 85; Apre, 50; May, 24; 
June, 46. 
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Barron, J. Lloyd 
Where does sanitation belong? Feb., 2h. 


Bell, R. G. 
Habituating drugs. Jan., &2. 


Belts - Sefety 
Recommendations for auto seat belts. Mar., 175. 
Safety belts and harnesses for routine and emergency use. Mar., 148. 


Beryllium 
Beryllium dust (News briefs). Jan., 14. 
Machining beryllium (Kent). Feb., 28. 


Bloch, Peter K. 
Ultrasonic detectives. Feb., 20. 


Boats and boats trailers 

Beat boat hazard (Ideas that worked). Apr., 34. 

Boating is a big business...some statistics and case histories (Off the 
job). June, 56. 

Map progrem for safer boating. Jan., 72. 

New accident-reporting program for motorboats or pleasure craft (Wire from 
Washington). Apr., 9k. 

What you should know about boat trailers (fact sheet). May, 31. 


Book reviews 
American Foundrymen's Society 
Foundry noise manual. Jan., 80. 
Bittel, Lester R. 
What every supervisor should know. May, 96. 
Bonadio, Gustave E. 
Fire hydraulics. Apr., &. 
Conover, H. S. 
Grounds maintenance handbook. Feb., 58. 
Factory Mutual Engineering Division, McGraw-Hill. 
Handbook of industrial loss prevention. Mar., 112. 
Hanna, Lester W. 
Hanna's handbook of agricultural chemicals, second edition. Mar., 112. 
Hopkins, Edward Scott and William H. Schultze 
The practice of sanitation. Jan., 80. 
McKaig,; Thomas H. 
Field inspection of building construction. Apr., 82. 
Stewart, Oliver 
Danger in the air. Jan., 80. 
Thienes, C. H. 
Clinical toxicology. Apr., 52. 
Ware Brothers Company 
Farm chemicals handbook. Apr., &. 
Whiting, Charles S. 
Creative thinking. Feb., 58. 


Boranes 
Toxicology of boranes (Industrial health). May, 44. 
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Brody, Leon 
To understand behavior, look for the attitudes. May, 86. 


Brooks, Charles M. 
Working in the shadows. June, 44. 


Buckmaster, L. S. 
With us safety is a bread and butter issue. Jan., 28. 


Burch, Paul J. 
An accountant looks at accident costs. May, 46. 


Bulletin bcards 
Howard Pyle and Harold E. Fellows examine Stop Accidents display. May, 100. 
Lines of safety communication. Mar., 259. 
Royal Order of the Glass Eye (Ideas that worked). June, 32. 
Stop and go reporting board (Ideas that worked). June, 33. 


Byrne, Walter d. 
An engineering approach to safety in materials handling. (ASSE Jour., May, 25). 


Calcium hypochlorite 
Chemical booby traps (Fawcett). Apr., 109. 


Carbon monoxide 
CO testing (News briefs). Jan., 14. 
Exhaust purifiers for power trucks. Mar., 193. 
Oxygen in resuscitation (DeForest). Apr., 46. 


Carbon tetrachloride 
New light on industrial poisons. Mey, 150. 


Chains and slings 
Chains and slings. Mar., 18h. 
Handling pipe (Consultation corner). Apr., 12. 


Chemical industry 
Below the shoulder, hand and arm protection. Mar., 136. 
Clean up after work in corrosive atmospheres. Mar., 172. 
Clothing that protects. Mar., 135. 
A single garment or a whole outfit (chart). Mar., 132. 
See also Labeling of chemicals. 


Chemicals 
Chemical booby traps (Fawcett). Apr., 22. 
Habituating drugs (Bell). Jan., 8. 
Need more knowledge about toxic exposure. June, 62. 
New light on industrial poisons. May, 151. 
Respiratory protection--table of potential asphyxia hazards. Mar., 94. 
Rodent and insect control. Mar., 53. 
See also Specific chemical 


Chlorinated hydrocarbons 
New light on industrial poisons. May, 150. 
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Chlorobrowomethane 
Extinguishing fires with chlorobromomethane (Consultation corner). 
Mar. , 173 . 
Chloroform 
Chloroform intoxication (Industrial health abstract). Jan., 50. 


Clair, Robert 


Classifying accident causes and evaluating prevention activities. (ASSE 
Jour», Feb., 13). 


Clothing, see Personal protective equipment. 


Cobalt 60 
The latest in hot labs. Jan., 73. 
Ship spent atomic fuel in lead-shielded casks. Jan., 92. 


Colleges and universities 
Announce conference on Campus Safety at East Lansing, Michigan. Apr., lll. 
Cornell-Guggenheim Aviation Center reports airlines’ record, 1957 
. performance second best of all time. Jan., 93. 
Fellowship announced at M.S.U. (Around the compass). Mey, 55. 
Harvard University group studies accident causes. (ASSE Jour., May 17) 
State traffic management course held (Around the compass). Apr., 91. 


Color 
Colored clothing code (News briefs). Jan., 14. 
Guarding the machine. Mar., 196. 
High visibility for planes. Jan., 109. 
High visibility hat (Ideas that worked). Apr-, 34. 
Identification of piping by color. May, 140. 
Placing fire extinguishers. Mar., 239. 
Signs of safety, they warn and instruct. Mar., 260. 
Types of gas masks, identifying colors and uses. Mar., 93. 
What color can do (includes marking physical hazards and identifying 
equipmeat). Mar., 29. 


Committees (safety) 
Labor and management point with pride (Hyde). Feb., 26. 
With us safety is a bread and butter issue (Buckmaster). Jan., 28. 


Community safety councils 

Activity increased at state level (Around the compass). Apr., 9. 

Appraisal report accepted, new officers elected (Around the compass). 
Jane, 44, 

Appraisal reports being prepared (Around the compass) no » 9- 

Around the compass (activities, programs, oll, (Lofgren). Jan., 44; 
Feb., 88; Apr., 9; May, 55; June, 50. 

Fund raising publication, prepared (Around the compass). May, 55. 

Managers attend regional meetings (Around the compass). June, 50. 

New managers visit NSC headquarters (/round the compass). Apr., 90. 

Seventeen attend Managers' Institute (Around the compass). Jan., 44. 
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Community Safety Councils - Cities, counties, states 

Chattanooga <= Eugene Glaze becomes executive director of the Safety 
Council of the Chattanooga Chaitber of Commerce (Around the compass), 
Feb Le 88. 

Kansas City, Mo. == Kansas City council slates off job contest (Around 
the compess). Apr., 91. 

Memphis-Shelby == Changes in Memphis and Chattanooga (Around the compass). 
Feb., 88. 

New York -- Dates for New York Safety Conferences. Apr., 62. 

North Dakota -- North Dakota holds school conference (Around the compass). 
Jan., 46. 

Wisconsin == Wisconsin Council buys youth kits (Around the compass). 
Jan., 46. 


Conferences 
Coming events in the field of safety. Jan., 60; Feb., 94; Apr., 79; May, 
143; June, 92. 
Cooperage convention (Small bus. and assns.). Jan., 42. 
Dates for New York Safety Conferences, 1959-1965. Apr., 62. 
Fun with safety (Small bus. and assns.). Jan., 42. 
Health congress to meet in New York. May, 158. 
Safety briefs (Around the compass). May, 55. 
See also specific subject 


Construction 
ASA to revise construction code. Mar., 175. 
Attack accident costs in road building. May, 147. 
Construction that resists fire. Mar., 222. 
The contractor on your premises (Webb). May, 26. 
Demolition balls (Data sheet D-476). May, 35. 
How many extinguishers? Recommendations for occupancies of varying severity. 
Mar., 230. 
How many lives does a big job cost? May, 2l. 
Industry neglects fire-safe construction. Jan., 64. 
Lower ceilings o.k. (News briefs). Feb., 17. 
Men to move the earth (Saul). Jan., 22. 
Safety wins friends for U. S. cause. June, 60. 
$10,000,000 loss in 1958 (Small bus. and assns.). May, 2h. 
You will build an Air Force Academy--on the double. May, 20. 


Consultation corner (Smith). Jan., 56; Mar., 173; Apr., 12; May, 
June, 76. 


Contests 
Announce national first aid contest. May, 151. 
Calendar contest winners. Jan., 134; Feb., 96; Apr., 110; May, 180; 
June, 103. ; 
Just a friendly game (Ideas that worked). May, 34. 
Kanses City council slates off job contest (Around the compass). Apr., 91. 
Maxwell House splits stock--with safe employees (Ideas that worked). 
May, 33. 
Safety champions of 1958, winners in sectional contests. May, 110. 


Cook, Warren A. 


Industrial hygiene instruments, a review of commercially available 
equipment. Feb., 32. 
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Cooperage industry 
Cooperage convention (Small bus. and assns.). Jan., 42. 


Costs, see Accident costs 


Covers ~ waterproof 
Waterproof covers for men and materials. Mar., 177. 


Cranes 
Barring accidents (Ideas that worked). Jan., 31. 
Ceb coolers make hot job comfortable. Mar., 76. 
Gantry crame lockout (News briefs). May, 17. 
Hoisting equipment (portable floor cranes). Mar., 188. 


Creams 
Protective creams. Mar., 152. 


Cyanides 
Oxygen in resuscitation (DeForest). Apr., 46. 


Data sheets 
Demolition balls. D-4K76. May, 35. 
Gravity drop hammers. D-73 (revision of D-416). Feb., 37. 
Liquid oxygen (revised). D=-283. June, 37. 
Methylene chloride (dichloromethane). D474. Mar., ll. 
X-rays in industry. D-475. Apr., 36. 
Announcement of revisions for D=239, D-320, D-334. June, 87. 
DeForest, Ralph E. 
Oxygen in resuscitation. Apr., 26. 


Dermatitis 
Dirty word (News briefs). June, 41. 
Hydraulic fluids (Data sheet D-471). Jan., 39. 
Learning to live with the atom. Mar., 9. 
Wash up, with what? May, 22. 
Washrooms and lockers. Mar., 59. 


Dieldrin 
Toxicity of dieldrin (Consultation corner). June, 76. 


Disaster organization plans 
All out in three minutes (Siwacki). May, 104. 
Contractors map disaster plans. May, 141. 
Keeping a weather eye open (for tornadoes). June, 64. 
Make plans before disaster strikes. Mer., 10. 
When snow fell they were ready. Jan., 20. 


Disinfectants 
Care of the injured--antiseptics. Mar., 26. 
Respiratory protection--care of equipment. Mar., 96. 
Washrooms and lockers. Mar., 71. 





Docks (loading) 
Bridge plates. Mar., 192. 
Crossover bridges. Mar., 193. 
Toe boards (Ideas that worked). June, 32. 


Doering, William E. 
Life-saving oxygen. Jan., 32. 


Donnelly, W. L. 
Faster than sound, hotter than... Apr., 20. 


Dorsett, Robert 
Safety's private eye...closed circuit TV. June, 26. 


Dougherty, Robert J. 
Safety's future: breakthrough! (ASSE Jour., May; 31). 


Drugs 
Habituating drugs (Bell). Jan., &. 
Know your tranquilizers (Long). June, 92. 


Dust 
Dry chemical effective for dust fires. Mar., 236. 
Dust movies (News briefs). June, 41. ' 
Industrial hygiene instruments, a review of commercially available 
equipment (Cook). Feb., 32. 
Industrial ventilation. Mar., 74. 
Machining beryllium (Kent). Feb., 28. 
Metal fires need special extinguishers. Mar., 237. 
Respiratory protection. Mare, 93. 
Static electricity. Mar., 228. 
Thermal precipitation (Industrial health abstract). Jan., 50. 
Toxicity of dieldrin (Consultation corner). June, 76. 


Ear protection 
Noise control, engineering and medical measures. Mar., 78. 
Test ear protection for Army Signal Corps. May, 168. 
What type of noise? Mar., 8h. 
See also Hearing. 


Economics of safety 
Conerete savings (Small bus. and assns.). June, 46. 
Link safety to profits (Small bus. and assns.). Feb., 85. 
Wanted--success stories (Small bus. and assns.). June, 46. 
See also Accident costs. 


Editorials 
Journal. Feb., 1. The safety program emphasis. 
May, 17. Attitudes. 


Jane, 4. The art preservative. 

veb., 4. ‘Tais priceless human quality. 
Mare, 2. That vital 15 per cent. 

Apres 5- Poad*.c7ks te delegation. 
Meyzy, 4. Rone. *snere Cue. 

June, 56 <A way of living and thinking. 





Ehmann, Richard F. 
Power behind the broom. Apr., 24. 


Elconin, William B. 
Minor mishaps are symptoms. Apr., 32. 


Electrical industry 
Below the shoulder, hand and arm protection. Mar., 152. 
Danger=-~men not working (Off the job) (A reprint from The Telephone News). 
Jane, 97+ 
Protection for electrical workers. Mar., 172. 
When snow fell they were ready. Jan., 20. 


Electricity 
Automatic sprinklers--use of carbon dioxide. Mar., 218. 
Electrical equipment, keeping current at work under cover. Mar., 198. 
Flammable liquids, handling. Mar., 232. 
Potential asphyxia hazards. Mar., 94. 
Static from steam (Consultation corner). Apr., 12. 
Washrooms--hot air driers. Mar., 71. 


Electronics 
Electronics at your service (Kulberg). Jan., 2h. 
Guarding the machine. Mar., 197. 
Sefety applications of photoelectric cells. Mar., 236. 


Employees 

Dispelling compensation myths (Johnson). Jan., 70. 

Employee booklets. Published by National Safety Council. Apr., 11; 
May, 118; June, 8&6. - 

Employee manuals--guides, not rules. Mar., 266. 

Food with safety (school lunchrooms and kitchens). (Small bus. and assns.). 
Jan., 42. 

Lines of safety communication. Mar., 258. 

Medical records. Mar., 254. 

Plan work furniture for the individual. Mar., 56. 

Salvaging the problem drinker (Laughlin). Apr., 52. 

Useful screwballs (The safety valve). Jan., 10. 

When the employee is a customer. Mar., 4. 

Working retirement (News briefs). May, 17. 


Employees - Publications 
On guard at Hiram Walker's. Apr., 18. 


Engineering ~ Industrial 
Construction that resists fire. Mar., 222. 
Floors for heavy duty. Mar., 20. 
Housekeeping and sanitation. Mar., 27. 
Let's start with the plant. Mar., 17. 
Lighting the workplace. Mar., 19. 
Noise control. Mar., 78. 
Safe storage cuts fire losses. Mar., 230. 
Safety and efficiency in office planning. Mar., 55. 


Engineers ~- Safety 
Diary of a safety engineer (fiction) (Andrews). Jan., 36; Feb., 30; 
Mar., 7; Apr., 17; May, 39; June, 30. 





Engineers = Safety (cont'd.) 
Safety man confesses family's mishaps (Off the job). May, 50. 
What is e safety engineer? (McCullough). (ASSE Jour., Feb., 2). 
Working in the shadows (Brooks). June, 44. 


Eyes 
Administering an eye protection program. Mar., 106. 
Eye conservation. Mar., 90. 
Eye injuries (News briefs). Feb., 17. 
Eyes are expensive targets (Montgomery). (ASSE Jour., Feb., 9). 
Lightning strikes more than once (multiple accidents to wearers of industrial 
safety eyeweer). Mar., 118. 
Russian eye care. Jan., 68. 


Falls 
A look at one state's accidents (Russell). (ASSE Jour., Feb., 7) 
When a person falls. Mar., 176. 


Farm safety 
Chemical booby traps (Fawcett). Apr., 108. 
Farm sefety week, July 19-25. May, 90. 


Fatigue 
Fatigue is an accident maker. Mar., 166. 
Habituating Grugs (Bell). Jan., 100. 
Plan work furniture for the individual. Mar., 56. 
Take a break (Small bus. and assns.). June, 46. 


Fawcett, Howard H. ; 
Chemical booby traps. Apr, 22. 


Films and slides 
Dust movies (News briefs). June, 41. 
Film teaches rescue breathing techniques (mouth=to-mouth).° May, 155. 
Lines of safety communication. Mar., 258. 
Name best safety films of 1958. May, 102. 
Slides atid punch to Delco safety. June, 26. 


Fire protection 
Airlines' record, 1957 performance second best of all time. Jan., ou. 
Announce new fire-retardant paint. May, 56. 
Automatic protection, detection and alarm systems. Mar., 216. 
Colored clothing code (News briefs). Jan., 14. 
Combustibility of natural and synthetic fabrics. Mar., 167. 
Construction that resists fire. Mar., 222. 
Electronics at your service (Kulberg). Jan., 116. 
Fire control conference at Purdue University. May, 30. 
Fire fighting--ancient and modern. Jan., 26. : 
Fire loss in 1958. Mar., 3. 
Fire protection for industrial trucks. Mar., 239% 
Fire protection for windowless plants. Mar., 237. 
How does your fire protection rate? Mar., 235. 
Hydraulic fluids (Data sheet D-471). Jan., 37. 
Plant guards need a nose for hazards. May, 145. 
The plant protection force. Mar., 220. 
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Fire protection .(cont'd.) 
Plant shutdown ahead? Check these items. Mar., 235. 
Reserve water supply for fire fighting. Mar., 234. 
Safe storage cuts fire losses. Mar., 230. 
Six steps in fire protection. Mar., 238. 
Smoke is deadly. Mar., 237. 
Spontaneous ignition. Mar., 226. 
Types of fires. Mar., 218. 
Vapor warning device (News briefs). Feb., 17. 
Where to smoke? Mar., 234. 


Fire protection - Extinguishers 
Automatic sprinklers. Mar., 218. 
Dry chemical effective for dust fires. Mar., 236. 
Extinguishing fires with chlorobromomethane (Consultation corner). 

Mar., 173. 

Fire fighting methods. Mar., 230. 
Fire that water won't quench. June, 34. 
How many extinguishers? Mar., 229. 
How to select a fire extinguisher (chart). Mar., 213. 
Metal fires need special extinguishers. Mar., 237. 
Placing extinguishers, marking locations. Mar., 239. 
Portable extinguishers. Mar., 213. 
Ready for any type of fire. Jan., 96. 
Wetting agents. Mar., 227. 
Winter fire protection (voice of the reader). Mey, 162. 


First aid 
Announce national first-aid contest. May, 151. 
Care of the injured. Mar., 244. 
Hospitals on wheels (Rostkowski). June, 70. 
Life-saving oxygen (Doering). Jan., 32. 
Medical group endorses mouth=to-mouth resuscitation. May, 100. 
Oxygen in resuscitation (De Forest). Apr., 26. 
Strains, sprains are disabling. Mar., 178. 
When a person falls. Mar., 176. 


. 


Fish, Carman 
Editorials. Monthly department. 
Safety.valve. " 7 


Flammable liquids 
Chemical booby traps (Fawcett). Apr., 22. 
Flammable liquids. Mar., 232. 
See also Solvents. 


Floors 
Care of floors. Mar., 46. 
Common flooring materials for industrial uses. Mar., 20. 
Floors for heavy duty. Mar., 20. 
Housekeeping and sanitation. Mar., 28. 
Slip-resistant materials (Consultation corner). June, 76. 
Static electricity. Mar., 229. 
What color can do. Mar., 35- 
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Food and beverage industries 
Electronics at your service (Kulberg). Jan., 25. 
On guard at Hiram Walker's. Apr., 18. 
Safeway profit story (Small bus. and assns.). Jan., 42. 
Where does sanitation belong? (Barron). Feb., 2h. 


Foreign countries 
Canada...Eyes are expensive targets (Montgomery). (ASSE Jour., Feb., 9). 
»++Waere would We be without safety equipment? (Redwood). Feb., 22. 
Russia...In the woods behind the Iron Curtain (Jackson). Jan., 18. 
».-Russian eye care. Jan., 68. 


Fuels 
Fuel additive reduces static hazard. Maer., 267. 
Ship spent atomic fuel in leadeshielded casks. Jan., 92. 


Furniture 
Plan work furniture for the individual. Mar., 56. 


Gas industry - Statistics 
30,000 reasons. (Small bus. and assns.). June, 46. 


Gas masks 
Chemical booby traps (Fawcett). Apr., 107. 
Respiratory protection. Mar., 93. 


Gases 
Adapt Geiger counter to aid pollution study. May, 156. 
Electronics at your service (Kulberg). Jan., 25. 
Exhaust purifiers for power trucks. Mar., 193. 
Hospitals on wheels (Rostkowski). June, 70. 
Life-saving oxygen (Doering). Jan., 32. 
Oxygen cylinders (contaminated valves). (Consultation corner). Mar., 174. 
Ozone again (News briefs). May, 17. 
Respiratory protection. Mar., 93. 
Rodent and insect control. Mar., 54. 
Smoke is deadly. Mar., 237. , 
Toxicology of boranes (Industrial health). May, 44. 


Gauges 
ASA standard to be revised (News briefs). June, 41. 
Ultrasonic detectives (Bloch). Feb., 20. 


Gidel, Robert D. 
Experience. Jan., 27; Budget. Feb., 25; The Thimking man. Apr., 54; 
Bug me! May, 90; Beatnik. June, 45. 


Goggles 
Adminfstering an eye protection program. Mar., 106. 
Car gtolen, worker loses sight. Jan., 53. 
Converting regulars to safety spectacles (Consultation corner). May, 140. 
Eye conservation. Mar., 90. 
Eyes are expensive targets (Montgomery). (ASSE Jour., Feb., 10). 
Royal Order of the Glass Eye (Ideas that worked). June, 32. 
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Goodman, David S. and Beverly L. Vosburgh 
How much radiation can we take? Jan., 34. 


Greenewalt, Crawford H. 
This priceless human quality er editorial). Feb., 4. 


Grinding wheels 
Hazards (News briefs). May, 17. 


Guards 
Guarding the machine--materials for guard construction. Mar., 197. 
Minor mishaps are symptoms (Elconin). Apr., 32. 
Woodworking machines. Mar., 206. 


Gypsum industry 
Gypsum industry safety record (Small bus. and assns.). Feb., 85, 


Hamilton, Roy P. 
Working together on the Frisco. May, 28. 


Hammers 
Gravity drop hammers (Data sheet D-473). 


Handling material, see Materials handling. 


Hannaford, Earle S. 
Good safety attitudes and how to develop them. June, 22. 


Head protection 
Eye conservation. Mar., 92. 
Heads under cover. Mar., 98. 
High visibility hat (Ideas that worked). Apr., 34. 


Health 

Bills and proposed bills under the Food, Drug and Cosmetic act (Wire 
fron Washington). Feb., 93. 

Disability cost (News briefs). Jan., 14. 

Health congress to meet in New York. May, 158. 

How to be healthy though an executive. May, 156. 

Industrial health, abstracts of current literature on occupational hygiene, 
medicine, and nursing (Alpaugh). Jan., 50; Apr., 70; May, 44. 

A new look at sore backs (Rush). Apr., 60. 

Scurvy still a threat says health authority. May, 157. 

Worker health program (News briefs). June, 41. 

Worried about high blood pressure? (Long). Apr., 64. 


Health =~ Supervision in industry 
Administering an eye protection program. Mar., 106. 
Care of the injured. Mar., 244. 
Eye conservation. Mar., 90. 
Machining beryllium (Kent). Feb., 28. 
Medical and health service. Mar., 2h3. 
Medical records. Mar., 254. 
New publication in industrial hygiene field. Jan., 53. 
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Health = Supervision in industry (cont'd. ) 
Noise control. Mar., 80. 
Salvaging the problem drinker (Laughlin). Apr, 52. 
Washrooms and lockers. Mar., 58. 
The women in your plant. Mar., 116. 


Health hazards 

Habituating drugs (Bell). Jan., 8&2. 

Learning to live with the atom (types of injuries from exposure to rad: ation). 
Mar., 8. 

Machining beryllium (Kent). Feb., 28. 

National conference on air pollution stressed diseases from "dirty" air (wire 
from Washington). Jan., 17. 

Need more knowledge about toxic exposure. June, 62. 

A new look at sore backs (Rush). Apr., 60. 

Ozone again (News briefs). May, 17. 

Potential asphyxia hazards. Mar., 94. 


Hearing 
Buying a hearing aid (Voice of the reader). May, 161. 
Selecting a hearing aid. Mar., 86. 
Sensitivity and noise (News briefs). June, 41. 


Hearing tests 
Noise control. Mar., 80. 
What say? (News briefs). May, 17. 


Heat - Health hazards 
Clothing that protects. Mar., 135. 
Or will the heat beat you? May, 42. 
Respiratory protection. Mar., 93. 
A single garment or a whole outfit, apparel for every occupational exposure. 
Mare, 132. 


Helms, William E. 
Quoted within article on off the job safety. Jan., 98. 


Highway safety, see Construction; Traffic safety 


Hoch, Cs E. 
Safe railroaders in training. June, 42. 


Hoists 
Hoisting equipment. Mar., 186. 
See also Cranes. 


Home safety 
Are your employees safe at home? (Off the job). May, 50. 
Chemical booby traps (Fawcett). Apr., 23. 
The national accident fatality toll. Mar., 3. 
Smoke is deadly. Mar., 237. 
Spring song (The safety valve). Apr., lk. 


Hoover, Robert M. 
Mr. Hoover reported on plans of contractors for disaster organization. 
May, 141. 
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Housekeeping 
Be careful with those broken bottles. June, 60. 
Care of floors. Mar., 48. 
Clean up and pley ball (Ideas that worked). Apr., 35. 
Housekeeping and sanitation. Mar., 27. 
Let's start with the plant. Mar., 52. 
Power behind the broom (Ehmann). Apr., 24. 
What color can do. Mar., 29. 
. Wiping up grease. Mar., 75. 


Hutzley, Elmer 
Why be a statistic? (poem). (The safety valve). Jan., 10. 


Hyde, B. F. 
Labor and management point with pride. Feb., 26. 


Hydraulic fluids 
Hydraulic fluids a sheet D=471). Jane, 37. 
Saved by a hunch (Martin). May, 92. 


Ideas that worked (Kelly). Jan., 30; Feb., 34; Apr., 34; May, 33; June, 32. 


Industrial hygiene 
Industrial hygiene instruments, a review of commercially available 
equipment (Cook). Feb., 32. 
Industrial hygienists needed (News briefs). Feb., 17. 
New publication in industrial hygiene field. Jan., 53. 


Infrared 
Eye conservation. Mar., 92. 
Versatile infrared (News briefs). June, 41. 


Injuries 
A look at one state's accidents (Russell). f€ASSE Jour., Feb., 5). 
Minor mishaps are symptoms (Elconin). Apr., 32. 
Strains, sprains are disabling. Mar., 178. 


Insecticides 
Rodent and insect control. Mar., 54. 
Toxicity of dieldrin (Consultation corner). June, 76. 
When you use insecticides. May, 155. 


Inspection 
Electronics at your service (Kulberg). Jan., 24. 
Ultrasonic detectives (Bloch). Feb., 20. 


Instruments 
Adapt Geiger counter to aid pollution study. May, 156. 
Industrial hygiene instruments, a review of commercially available 
equipment (Cook). Feb., 32. 
Ultrasonic detectives (Bloch). Feb., 20. 


Insurance 
A look at one state's accidents (Russell). (ASSE Jour., Feb., 5). 





Insurance (cont'd.) 
Pendulum swings (Small bus. and assns.). Apre, 50. 
Wanted==success stories (Small bus. and assns.). June, 46. 


Jackson, Seth 
In the woods behind the Iron Curtain. Jan., 18. 


Jayson, Paul 
Flying is safer for "week-end warriors." Apr., 72. 


Johnson, Harry C. 
Off the job, programs for plant and community. Jan., 97; Apr., 81; May, 50; 
June, 56. 
The saber=toothed power mower (Off the job). Apr., 81. 


Johnson, Justin 
Dispelling compensation myths. Jan., 70. 


Kelly, Arthur S. 
Ideas that worked. Jan., 30; Feb., 34; Apr., 34; May, 33; June, 32. 


Kent, Je We 
Machining beryllium. Feb., 28. 


Kulberg, Marshall E. 
Electronics at your service. Jan., 24. 


Labeling of chemicals 
Labeling rules for toxic substances (Industrial health). Apr., 70. 
Safety labeling standards needed. May, 147. 
Submit model bill for labeling (Small bus. and assns.). Feb., 85. 


Labor 
Labor and management point with pride (Hyde). Feb., 26. 
Motley to head Labor Standards Bureau. Jan., 886. 
With us safety is a bread and butter issue (Buckmaster). Jan., 28. 


Laboratories = Atomic power 
The latest in hot labs. Jan., 73. 
Pinhole camera locates the hot spots. Jan., 78. 
TV eyes watch atom at work. Feb., 18. . 


Ladders 
Portable ladders (selection, use and care). Mar., 38. 
Stairs, ramps, fixed ladders. Mar., 22. 


Lambie, Homer K. 
The sky's the limit. May, 18. 


Lamps 
Controlling air=born bacteria. Mar., 76. 
Germicidal lamps need special fixtures. Mar., 178 
Lighting the workplace. Mar., 19. 
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Salvaging the problem drinker. Apr., 52. 


Leadership 
This priceless human quality (Greenewalt). (Guest editorial). Feb., 4. 


Letters from readers 
All in the day's mail. May, 6. 
Voice of the reader. May, 160; June, 132. 


Libraries 
Treasuries of knowledge (The safety valve). Apr., 14. 


Life saving, see First aid; Resuscitation. 


Lighting 
Lighting the workplace. Mar., 19. 


Lofgren, Nils 
Around the compass (activities, programs, event@. Jan., 4k; Feb., 88; 


Apr.» 9; May, 55; June, 50. 


Long, N. Gillmor 
Know your tranquilizers. June, 92. 
Worried about high blood pressure? Apr., 64. 


Lumber industry 
In the woods behind the Iron Curtain (Jackson). Jan., 18. 


Lunchrooms 
Food with safety (school lunchrooms and kitchens). (Small bus. and assns.). 


Jan., 42. 


Lutz, Richard D. 
Wisconsin sets new goals in occupational safety. Feb., 36. 


McCullough, J. Robert 
What is a safety engineer? (ASSE Jour., Feb., 2) 


Machines 
Guarding the machine. Mar., 196. 
Let's start with the plant. Mar., 52. 
Lubrication for high speeds. Mar., 204. 
Minor mishaps are symptoms (Elconin). Apr., 32. 
Noise control. Mar., 78. 
The saber=-toothed power mower (Off the job) (Johnson). Apr., 81. 
What color can do. Mar., 29. 
What type of noise? Mar., &4. 
The women in your plant (adjusting equipment and conditions to accomodate 
the worker). Mar., 118. 
Woodworking machines. Mar., 206. 


Magnesium 
Fire that water won't quench. June, 34. 
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Maintenance, see Housekeeping; Sanitation 


Management 
Announce training class for-key personnel. May, 63. 
How to be healthy though an executive. May, 156. 
Roadblocks to delegation (editorial). Apr., 5. 
Where does sanitation belong? (Barron). Feb., 24, 
With us safety is a bread and butter issue (Buckmaster), Jan., 28. 


Marine industry 
Map program for safer boating. Jam., 72. 
1960 conference to revise International Convention for Safety of Life at Sea, 
International Load Lines Convention (Wire from antiinaties ys Jen., 17. 


Martin, William 
Saved by a hunch. May, 92. 


Material handling 
Analyze materials handling. Mar., 161. 
Basic equipment-for handling materials. Mar., 181. 
Chains and slings. Mar., 184. 
An engineering approach to safety in materials handling (Byrne). (ASSE 
JOUT sy May ; 25)6 
Handling pipe (Consultation corner). Apr., 12. 
Let's start with the plant. Mar., 51. 
Methylene chloride (dichloromethane). (Data sheet 474). Mar., 13. 
The old switcheroo (News briefs). Feb., 17. 
Precautions in unpacking. May, 108. 
Trucks and tractors, Mar., 190. 
Wire rope and slings. Mar., 182. 
See also Cranes; Rope; Tanks and drums 


Meetings 
Getting the most out of meetings. Mar., 264, 
Keeping safe at safety meetings. May, 153. 
With us safety is a bread and butter issue (Buckmaster). Jan., 28. 
Working together on the Frisco (Hamilton). May, 28. 


Menninger, Karl 
Minds and mishaps. May, 25- 


Metal products industry 
Issue report on alligator shears. May, 94. 
Participation up, injuries down (Small bus. and assns.). May, 24. 
Saved by a hunch (Martin). May, 92. 


Methylene chloride 
Methylene chloride (Dichloromethane). (Data sheet - 474). Mar., ll. 


Mines 
Get-tough approach in Great Britain (News briefs). Feb., 17. 
Proposed revision of regulations made by Bureau of Mines (Wire from 
Washington) . Jan. , 124 ° 


Mines ~ Coal 
Bills introduced to amend Federal Coal Mine Safety Act (Wire from Washington). 
Feb., 42. 








Mines = Coal (cont'd.) 
Publication describes mine disaster record. May, 159. 
Seek removal of exemption granted to smalier mines by Federal Coal Mine 
Safety Act (Wire from Washington). Mar., 122. 


Mines - Copper 
Labor and management point with pride (Hyde). Feb., 26. 


Montgomery, Walter E. 
Eyes are expensive targets. (ASSE Jour., Feb., 9). 


Moseley, Alfred L. 
Motives leading to safe and unsafe acts. (ASSE Jour., May, 18). 


Motivation 
Minds and mishaps (Menninger). May, 25. 
Motives leading to safe and unsafe acts (Moseley). (ASSE Jour., May, 18). 


Motor vehicles 
Aged drivers turn in licenses (Around the compass). Apr., 9. 
Classifying accident causes and evaluating prevention activities (Clair). 
(ASSE Jour., Feb., 13). 
CO testing (News briefs). Jan., 14. 
Dollar value of a good insurance program (Around the compass). Avr., 9. 
Further reductions in traffic fatalities increasingly difficult. 
(Around the compass). Apr., 9. 
Hospitals on wheels (Rostkowski). June, 70. 
Milk Industry Foundation safety sticker (Small bus. and assns.). May, 2h. 
The riational accident fatality toll, 1958. Mar., 3. 
National Conference on air pollution (Wire from Washington). Jan., 17. 
Question accuracy of highway-accident statistics resulting from non~ 
uniform reporting (Wire from Washington). Jan., 17. 
Recommendations for auto seat belts. Mar., 175. 
68.4 registrations by end of 1958 (Wire from Washington). Jan., 17. 
What you should know about boat trailers (fact sheet). May, 31. 
See also Trucks ~ Industrial. 


National Safety Council 
ae! Ng ag accepted, new officers elected (Around the Gompass). 
Jan., 44. 
Board of Directors votes increase in membership dues and prices. Mar., 88. 
Langlie heads council's religious loaders group. May, 87. 
WSC committee probes accidents with toys. May, 149. 
NSC helps associations simplify reports {Small bus. and assns.). Feb., 85. 
National Safety Council--auditor's report. May, 114. 
New committees appointed~-one for awards, one for state programs. 
(Smail bus. and assns.). Apr., 50, 
Notice concerning trade-marked emblems. Jan., 56. 
Radiation safety course announced. Mar., 168. 
Safety champions of 1958, winners in sectional contests. May, 110. 
Section asks lists of specialized groups. Mar., 267. 
We'd like to do more (Stewart). Feb., 8. 
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National Safety Council = Congress » 1959 
Check your X, 47th National Safety Congress and Exposition, Oct. 19-23, 1959. 
June, 31. 


National Safety Council - Publications 
Employee booklets. Apr., 11; May, 118; June, 86. 
Fund raising publication (Around the compass). May, 55. 
Lines of safety communication=-easels and flipcharts. Mar., 262. 
Looking for material fer your off the job safety program? Try Fact Sheets. 
May, 30. 
What's new in Council services. Jan., 105; Feb., 97; May, 119; June, 87. 
See also Deta sheets. 


National Safety Council - Staff and officers 
Council modifies staff organization. Apr.) 66. 
Field services listing. Jume, 50. 
George Burns retires from Council staff. Feb., 60. 
Howard Pyle new president of National Safety Council. Feb., 31. 
Paul H. Staedke becomes manager of the Office Services Department of the 
National Safety Council. Feb., 60. 


News brief. Jan., 14; Feb., 17; May, 17; June, 41. 


Noise 
In case he lowers the boom. May, 38. 
New device muffles blast furnace noise. Jan., 124. 
Noise contrcl, Mer., 78. 
Noise measurement (News briefs). Feb., 17. 
Riveting noise study (Industriel health abstract). Jan., 
Sensitivity and noise (News briefs). June, 41. 
What type of noise? Mar., 8k. 


Non=destructive testing 
Ultrasonic detectives. Feb., 20. 


Nurses 
Advice to a nurse (Holmes) (The safety valve). Feb., 14. 
Medical and health service. Mar., 243. 


Obituaries. Apr., 100; May, 171; June, 80. 
Hagge, Hans Jergen, Apr., 101; Hillgruber, Fred J., Apr., 100; Landry, 
Edward N., June, 80; Spink, Alex, Apr., 101; Willson, Frederick, Apr., 
101; Wood, Paul D., May, 171. 


Odors 
Allied Chemical reveals odor survey results. May, 148. 
Plant guards need a nose for hazards. May, 145. 


Off the job 
Danger=-men not working (Off the job) (A reprint from The Telephone News). 
Jan., 97. 
Kansas City council slates off job contest (Around the compass). Apr., 91. 
Looking for material for your off the job safety program? Try Traffic 
Safety's "Fact Sheets." May, 30. 
Off the job accidents to workers in 1958. Mar., 3- 
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Off the job (cont'd.) 
Off the job, safety programs for plant and community (Johnson). Jan., 
97; Apr., 81; May, 50; June, 56. 
Recognize wives’ part in safety records. May, 145. 
The saber=toothed power mower (Off the job) (Johnson). Apr., 61. 
Working together on the Frisco (Hamilton). May, 28. 
See also Home safety. 


Office safety 
P & G employees set anotuer world record. Feb., 10. 
Rotary file counterweight (Ideas that worked). Jan., 31. 
Safety and efficiency in office planning. Mar., 55. 


Oils and oiling 
Hydraulic fluids (Data sheet D-471). Jan., 37. 
Lubrication for high speeds. Mar., 20k. 
Saved by a hunch (hydraulic fluids) (Martin). May, 92. 
Skin cleaners. Mar., 59. 
Wiping up grease. Mar., 75. 


Organization 
Are crutches needed? (Small bus. and assns.). Apr., 50. 
In the woods behind the Iron Curtain (Jackson). Jan., 18. 
Institutions and men (The safety valve). Feb., 14. 
Items in an effective overall safety program (Our president speaks on 
safety) (Vaughan). (ASSE Jour., Feb., 1). 


Labor and management point with pride (Hyde). Feb., 26. 

Methods and procedures in a multi=-plant safety program (Tysse). 
(ASSE Jour., May, 29). 

The sky's the limit (Lambie). May, 18. 

What is a safety engineer? (McCullough). (ASSE Jour., Feb., 2). 

Working together on the Frisco (Hamilton). May, 28. 


Oxygen 
Chemical booby traps (Fawcett). Apr., 107. 
Hospitals on wheels (Rostkowski). June, 70. 
Life saving oxygen (Doering). Jan., 32. 
Liquid oxygen (Data sheet No.-283 revised). June, 37. 
Oxygen cylinders (contaminated valves) (Consultation corner) Mar., 174. 
Oxygen in resuscitation (DeForest). Apr., 26. 


Ozone generators 
Ozone again (News briefs). May, 17. 


Paint 
Announce new fire retardant paint. May, 56. 
What color can do. Mar., 29. 


Pedestrians 
In=-plent traffic. Mar., 52. 
Think walking's cheap (The safety valve). Feb., 14. 


Peroxides 
Chemical booby traps (Fawcett). Apr., 107. 
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Personal protective ving mgt 

Below the shoulder. Mar., 136. 

Clothing that protects, something for every part of ae body. Mar., 133. 

Colored clothing code (News briefs). Jan., 14. 

Combustibility of natural and synthetic fabrics. hides 167. 

Devices (definitions of) for eye, head, and respiratory protection. Mar., 102. 

Eye conservation. Mar., 90. 

Laundering, reconditioning work gloves (Consultation corner). May, 140. 

Learning to live with the atom. Mar., 8. 

Respiratory protection--air-supplied suits. Mar., 96.. 

Safety gear saves boilermaker 5 times. Mar., 110. 

A single garment ora whole outfit (chart shows apparel for every occupational 
exposure). Mare, 132. 

The welder's clothing. Mar., 160. 

The women in your plant. Mar., 116. 

See also Belts, Safety; Ear protection; Goggles; Hats and helmets; Masks, 
Respiratory protection; Safety equipment; Shoes and leggings. 


Personal protective equipment = Company programs 
Administering an eye protection program. Mar., 106. 
Feet in armor. Mar., 140. 
Where would we be without safety equipment? (Redwood). Feb., 22. 


Personals 

Personals. Jan., 86; Apr., 42; May, 169; June, 80. 

Applegate, Stanley E. = Retires. June, 80. 

Baker, J. S. = Hoffman Award won by James Stannard Baker. May, 148. 

Barnett, Norman - Sioux City, Iowa, hires traffic engineer (Around the 
compass). Feb., 88. 

Coll, John - New manager for Memphis-Shelby County sefety council (Around 
the compass). Feb., 88. 

Glaze, Eugene = Becomes executive director of Safety Council of Chattanooga 
Chamber of Commerce (Around the compass). Feb., 88. 

Hearst, William Randolph, Jr. ... New chairman of President's Committee for 
Traffic Safety. Mar., 122. 

Hunt, Reed Oliver = Name new director of President's conference on 
Occupetional Safety. May, 169. 

Jacobson, Moses G. = MSC scientist retires. June, 80. 

Jones, Charles L. = Retired March 31. May, 170. 

Keefer, W. Dean = Keefer honored by ASSE. Feb., 6. 

Langlie, Arthur B. = Heads National Safety Council's religious leaders 
group. May, 87. 

Lillie, —— - Pharmacists recognize Harold Lillie (Around the compass). 
May, 5 

Looper, James W. = Appointed safety director for National Cash Register 
Company, Apr., 100. 

Mandry, Edward = Elected president of Society of Ohio Safety Engineers for 
1959-60. June, 80. 

Matwes, George - Appointed safety director of Bamberger's. May, -169. 

Miller, Charles A. - ASSE life member. May, 102. 

Moran, Henry A. = Named safety director for Military Sea Transportation 
Service. May, 169. 

Myers, Bdward C. = Sports publication honors E. C. Myers. Apr., 66. 

Porcher, dedse B. » Named Axron's safety man of year. June, 80. 
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Personals (cont'd. ) 
Pyle, Howard = New president of National Safety Council. Feb., 31. 
Reinhard, Herbert F. - Posthumous honor to Herbert F. Reinhard (Small 
bus. and assns.). Apr., 50. 
oe R. C. "Bert" = Honored on retirement (Around the compass). 
> . 
Smith, Clarke - Elected chairman of board of Underwriters' Laboratories. 
June, 80. 
Thorpe, William M. = Promoted to safety engineer for Jones & Laughlin 
Steel Corporation. May, 170. 
Trautwein, A. C. = FEMA elects officers. May, 169. 
Van Namee, James ~ Division administrator of accident prevention for 
Westinghouse lamp division. May, 169. 


Photography 
Lines of safety communication. Mar., 258. 
Pinhole camera locates the hot spots. Jan., 78. 


Physical examinations 
Medical and heelth service. Mar., 2h4. 
Noise control=--medical services. Mar., 80. 


Physicians 
Habituating drugs (Bell). Jan., 8. 
How much radiation can we take? (Vosburgh). Jan., 34. 
Know your tranquilizers (Long). June, 92. 


Medical and health service. Mar., 250. 
A new look at sore backs (Rush). Apr., 60. 


Piping 
Color code for piping (Consultation corner). May, 140. 
Handling pipe (Consultation corner). Apr., 12. 

What color can do (identification of piping systems). Mar., 35. 


Plant design 
Let's start with the plant. Mar., 17. 
See also Construction; Floors; Lighting; Steirways. 


Plant protection, see Watchmen 


Plastics 
Clothing that protects. Mar., 35. 
What would we do without plastics? Mar., 162. 


Plating 
Faster than sound, hotter than ... (Donnelley). Apr., 20. 


Pneumoconiosis 
International classification system completed by group working under 
International Labor Office sponsorship (Wire from Washington). 
Jan., 12h. 


Poems 
Advice to a nurse (Holmes). Feb., 14. 
The team (Suthern). Jan., 31. 
Why be a statistic? (The safety valve) (Hutzley). Jan., 10. 





Poisonous plants 
Poison ivy. Mar., 252. 


Poisons and poisoning 
Labeling rules for toxic substances (Industrial health). Apr., 70. 
Need more knowledge about toxic exposure. June, 62. 
New light on industrial poisons. May, 151. 
Oxygen in resuscitation (DeForest). Apr., 46. 
Rodentend insect control. Mar., 53. 
See alsolLabeling of chewicals. 


Posters 
Lines of safety communication. Mar., 262. 
Posters. Monthly department. Jan., 106; Feb., 98; Mar., 268; Apr., 112; 
May, 120; June, 88. 
Teamwork appeal (Ideas that worked). Jan., 31. 


Power mowers 
All in the day's mail--<letter from V. C. Krauter on the power mower) (The 
safety valve). May, 6. 
The saber~tcothed power mower (Off the job) (Johnson). Apr., 61. 


Power presses 
Electronics at your service (Kulberg). Jan., 118. 
Guarding the machine. Mar., 196. 
Keeping hands out of power presses (Ideas that worked). Jan., 30. 


Power transmission 
Guarding the machine. Mar-, 197. 
Static electricity. Mar., 228. 


Precipitators 
Industrial hygiene instruments, a review of commercially available equipment. 
Feb., 32. 
Industrial ventilation. Mar., 74. 


Price, David E. 
Need more knowledge about toxic exposure (notes from an address). June, 62. 


Printing industry 
The art preservative (editorial). Jan., 4. 


Propylene glycol 
Controlling air=borne bacteria. Mar., 76. 


Psychology 
Attitudes (editorial). (ASSE Jour., May, 1959). 
Fatigue is an accident maker. Mar., 166. 
Good safety attitudes and how to develop them (Hannaford). June, 22. 
Habituating drugs ma Jan., 82. 
Minds and mishaps (Menninger). May, 25. 
Motives leading to safe and unsafe acts (Moseley). (ASSE Jour., May, 18). 
What color can do. Mar., 29. 
What is a safety engineer? (McCullough). (ASSE Jour., Feb., 4). 
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Radar 
Electronics at your service (Kulberg). Jan., 117. 
More on microwaves (News briefs). May, 17. 


Radiant heat 
Clothing that protects (aluminized fabrics). Mar., 158. 
Or will the heat beat you? May, 139. 


Radiation 
Below the shoulder-~lead~rubber gloves for hand protection. Mar., 152. 
Controlling air=-borne bacteria. Mar., 76. 
Electronics at your service (Kulberg). Jan., 118. 
Eye conservation. Mar., 92. 
Germicidal lamps need special fixtures. Mar., 178. 
Guarding the machine. Mar., 197. 
The latest in hot labs. Jan., 73. 
Learning to live with the atom. Mar., 8. 
Microwave radiation (News briefs). Jan., 14. 
New York code on radiation protection (Industrial health). May, 4b. 
Pinhole camera locates the hot spots, Jan., 78. 
Radiation safety course announced, to be conducted at National Safety 
Council. Mar., 168. 
Radium victims wanted, search for dial painters (News briefs). May, 17. 
Regulations on radioactive shipments (Industrial health). Apr., 76. 
Ship spent atomic fuel in lead=-shielded casks. Jan., 92. 
TV eyes watch atom at work. Feb., 18. 
Versatile infrared (News briefs). June, 41. 


Radiation - Health hazards 
Hazards will increase with rediation levels. June, 80. 
How much radiation can we take? (Vosburgh). Jan., 34. 
Learning to live with the atom. Mar., 8. 


Railroads 
Reilroad safety bills seek reflectorized railroad cars (Wire from 
Washington). Feb., 42. 
Safe railroaders in training (Hoch). June, 42. 


Reactors 
AEC control of reactor operation (Wire fom Washington). Feb., 42. 
TV eyes watch atom at work. Feb., 18. 


Redwood, W. J. M. 
Where would we be without safety equipment? Feb., 22. 


Refrigerators 
Chemical booby traps (Fawcett). Apr., 23. 
Suffocation hazard (News briefs). Jan., 14. 


Rehabilitation 
Dispelling compensation myths (Johnson). Jan., 70. 
Salvaging the problem drinker (Laughlin). Apr., 52. 
Sobriety pays (News briefs). May, 17. 
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Research 
Guggenheim Aviation Safety Center cites research "gaps" in aviation safety. 
Jane, 93. 
Habituating drugs (Bell)+ Jan., 82. 
The latest in hot labs. Jan., 73. 
Pinhole camera locates the hot spots. Jan., 78. 


Resins 
Handling epoxies (News briefs). June, 41. 


Respiratory protection 
Chemical booby traps (Fawcett). Apr., 107. 
Devices (definitions of) for eye, head and respiratory protection. Mar., 
102. 
Machining beryllium (Kent). Feb °,) 48, 
Oxygen in resuscitation(DeForest). Apr., 46. 
Respiratory protection. Mar., 93. 
Service cart for maintenance of eye and respiratory equipment. Mar., 102. 
Training in use of respiratory equipment. Mar., 110, 


Resuscitation 
Film teaches rescue breathing techniques (mouth-to=mouth). May, 155. 
Hospitals on wheels (Rostkowski). June, 70. 
Life=saving oxygen (Doering). Jan., 32. 
Medical group endorses mouth=to-mouth resuscitation. May, 100. 
Oxygen in resuscitation (DeForest). Apr., 26. 


Resuscitation, methods and equipment. Mar., 248. 


Rocketry 
The CAB proposed changes to protect airplanes from amateur launching or 
firing of sodiiste *Ttaes from Washington). Jan., 125. 


Rodents 
Rodent and insect control. Mar., 53. 


Rope 
Fiber rope. Mar., 194. 
Fiber rope ties in with safety. June, 2h. 
Life lines. Mar., 148. 
Safe hitches for wire rope (Consultation corner). Jan., 56. 
Wire rope and slings. Mar., 183. 


Rosenfield, Harry N. 
Wire from Washington. Jan., 17; Feb., 42; Mar., 6; Apr., 30; May, 10; 
June, 16. 


Rostkowski, Edmund 
Hospitals on wheels. June, 70. 


Rubber industry 
With us sefety is a bread and butter issue (Buckmaster). Jan., 28. 


Rule books 
Employee manuals--guides, not rules. Mar., 266. 
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Rush, Paul W. 
A new look at sore backs. Apr., 60. 


Russell, John E. 
A look at one state's accidents. ‘ASSE Jour., Feb., 5-) 


Safety equipment 
Equipment for safety men, too (Diary of a safety engineer) (Andrews). 
Mar., 7. 
Product and source directories. Mar., 275. 
That vital 15 per cent (editorial). Mar., 2. 
What would we do without plastics? Mar., 162. 
When the employee is a customer. Mar., 4. 
Where would we be without safety equipment? (Redwood). Feb., 22. 
See also Personal protective equipment. 


The safety. library. Jan., 80; Feb., 58; Mar., 112; Apr., 82; May, 96; 
June, 66. 


Safety movement 
Sefety's future: breakthrough! (Dougherty). (ASSE Jour., May, 31). 
Safetymycin (Around the compass). Feb., 88. 
Wisconsin gets new goals in occupational safety (Lutz). Feb., 36. 
Working in the shadows (Brooks). June, 44. 


Safety stunts 
Clean up and play ball (Ideas that worked). Apr., 35. 
The sky's the limit (Lambie). May, 18. 


The safety valve (Fish). Jan., 10; Feb., 14; Apr., 14; May, 6; June, 6. 


Salt 
Or will the heat beat you? (salt replacement). May, 138. 


Sanitation 
Housekeeping and sanitation.- Mar., 27. 
Power behind the broom (Ehmann). Apr., 2h. 
Savings in sanitation. June, 58. 
Where does sanitation belong? (Barron). Feb., 24. 


Saul, James D. 
Men to move the earth. Jan., 22. 


Saws 
Door open==power off (Ideas that worked). Apr., 34. 
In the woods behind the Iron Curtain (Jackson). Jan., 121. 
Woodworking machines. Mar., 206. 


Scaffolds 
Dependable scaffolds. Mar., 42. 


School safety 
Food with safety (Small bus. and assns.). Jan., 42. 
North Dakota holds school conference (Around the compass). Jan., 46. 
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School safety (cont'd.) 
Wisconsin Council buys youth kits (Around the compass). Jan., 46. 
See also Colleges and universities. 


Selling safety 
Lines of safety communication. Mar., 258. 
Put safety into your journals (Small bus. and assns.). Apr., 50. 
What is a safety engineer? (McCollough). (ASSE Jour., Feb., 2). 
When the employee is a customer. Mar., 4. 
See also Attitudes. 


Sewing machines 
Minor mishaps are symptoms (Elconin). Apr., 95. 


Shoe and leggings 
Feet in armor. Mar., 140. 
Footwear for various exposures (table). Mar., 154. 
Increase the wear from safety shoes. Mar., 154. 
Leg protection. Mar., 154. 
A look at one state's accidents (Russell). (ASSE Jour., Feb., 7). 
Static electricity. Mar., 229. 
The women in your plant. Mar., 116. 


Shutdowns 
Plant shutdown ahead? Check these items. Mar., 235. 


Signs 
Electrical equipment. Mar., 198. 
Flammable liquids=-portable containers. Mar., 232. 
Learning to live with the atom, the radiation symbol. Mar., 8. 
Signs of life (Ideas that worked). Feb., 34. 
Signs of safety, they warn and instruct. Mar., 260. 


Siwacki, Edward J. 
All out in three minutes. May, 104. 


Slogans 
Safety First (News briefs). Feb., 17. 


Small plants 
Small business and associations (Baltzer and Curry). Jan., 42; Feb., 85; 
Apres 50; May, Ok; June, 46. 


Smith, L. C. 
Are you teaching? or just telling? June, 36. 
Consultation corner. Jan., 56; Mar., 173; Apr., 12; May, 140; June, 76. 


Smoking 
Housekeeping and sanitation. Mar., 50. 
Pipe + pants = pyrolsis (News briefs). Jan., 14. 
Where to smoke? Mar., 234. 


Snakes 
Snake bite-=prevention and cure. Mar., 253. 
Snakes and their habits (Voice of the reader). May, 160. 
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Soaps and detergents 
Care of the injured--germicideal sosps. Mar., 2h6. 
Housekeeping and sanitation. Mar., 50. 
Skin cleaners. Mar., 59. 
Wash up, with what? May, 22. 
Washrooms and lockers. Mar., 59- 


Sodium 
Chemical vcoby traps (Fawcett). Apr., 107. 


Sodium chlorate 
Chemical booby traps (Fawcett). Apr., 108. 
Weed control. Mar., 224. 


Solvents 
Automatic sprinklers--special systems. Mar., 218. 
Chemical booby traps (Fawcett). Apr., 22. 
Methylene chloride (dichloromethane). (Data sheet 474). Mar., 11. 


Spontanecus ignition 
Spontaneous ignition . Mar ey 226 . 


Sprinklers 
Automatic protection. Mar., 216. 
Cold=-weather precautions. Mar., 224. 
Hot reception (News briefs). Jan., 14. 


Stairways 
Stairs, ramps, fixed ladders. Mar., 22. 


Standards 
"Federal Specs," Uncle Sam's shopping guide. Mar., 5. 
Issue new index of American Standards. June, 91. 


Static electricity 
Chemical booby traps (Fawcett). Apr., 23. 
Clothing that protects (synthetic fabrics and anti-static finish). 
Mar., 135. 
Flammable liquids. Mar., 232. 
Fuel additive reduces static hazard. Mar., 267. 
Static electricity. Mar., 228. 
Static from steam (Consultation corner). Apr., 12. 


Stewart, George C. 
We'd like to do more. Feb., 8. 


Storage of material 
Material storage. Mar., 177. 
Safe storage cuts fire losses. Mar., 230. 


Suggestions systems 
Labor and management point with pride (Hyde). Feb., 26. 


Suthern, Dale 
The team (poem). Jan., 31. 
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Tanks and drums 
Electronics at your service (Kulberg). Jan., 116. 
ee oxygen (Data sheet No. 283 revised). June, 37. 
Methylene chloride (dichloromethane). (Data sheet "u7k). Mars, 13- 
No squat, no stoop, no splash (Ideas that - areeds May, 34. 
Now it's safer to load tank cars. May, 108. 
Potential asphyxia hazards. Mer., 94. 


Television 
Electronics at your service (Kulberg). Jan., 2h. 
Safety's private eye...closed circuit TV. (Dorsett). June, 26. 
TV eyes watch atom at work. Feb., 18. 


Textiles 
Below the shoulder, seneeoniets for the hands and arms. Mar., 136. 
Clothing that protects (heavy duty clothes, and garments for hot jobs). 
Mar., 135. 
Combustibility cf nautral and synthetic fabrics. Mar., 167. 


Thallium 
Thallium intoxication (Industrial health). Apr., 70. 


Tools 
Tools=-hand and power. Mar., 202. 


Toys 
NSC committee probes accidents with toys. May, 149. 


Tractors 
In the woods behind the Iron Curtain (Jackson). Jan., 122. 
Trucks and tractors. Mar., 190. 


Trades end services 
Minor mishaps are symptoms (Elconin). Apr., 32. 


Traffic safety - Plant 
A cabled warning (Ideas that worked). Feb., 34. 
Let's start with the plant. Mar., 52. 
See also Trucks =< Industrial. 


Traffic safety - Street and highway 

Classifying accident causes and evaluating prevention activities (clair). 
(ASSE Jour., Feb., 13). 

Electronics at your service (Kulberg). Jan., 118. 

Fatal accidents oné=third that of roads not having control of access (Wire 
from Washington). Jan., 17. 

The Federal Role in Highway Safety--a summary of the report of the U. S. 
Bureau of Public Roads (Wire from Washington). Apr., 30. 

Hammond holds teenage conference (Around the compass). Feb., 88. 

Hearst appointed new chairman of President's Committee for Traffic Sefety. 
Mar., 122. 

Legislative conferences completed (Around the compass). Feb., 88. 

New traffic safety bills- (Wire from Washington). Feb., 52. 
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Traffic safety - Street and highway (cont'd.) 
North Dakota holds school conference (/round the compass). Jan., 46. 
Signs of life (Ideas that worked). Feb., 34. 
State traffic management course held (Around the compass). Apr., 91. 


Training 

Announce training class for key personnel. May, 63. 

Are you teaching? or just telling? (Smith). June, 36. 

Employee booklets. Apr., 11; May, 118; June, 86. 

Employee manuals -- guides, not rules. Mar., 266. 

In the woods behind the Iron Curtain (Jackson). Jan., 18. 

Industrial hygiene course offered in June. May, 150. 

Lines of safety communication. Mar., 258. 

Men to move the earth (earthmoving school) (Saul). Jan., 22. 

The plant protection force. Mar., 220. 

Radiation safety course announced, to be conducted at the National Safety 
Council. Mar., 168, 

Training in use of respiratory equipment. Mar., 110. 

Wisconsin sets new goals in occupational safety (Lutz). Feb., 36. 

With us safety is a breed and butter issue (Safety clincis) (Buckmaster). 
Jan., 28. 


Tranquilizers 
Habituating drugs (Bell). Jan., 82. 
Know your tranquilizers (Long). June, 92. 


Trimethoxyboroxine 
Fire that water won't quench (use of trimethoxyboroxine as a fire 
extinguisher). June, 34, 


Trucks ~ Industrial 
The case of the one-armed truck (Ideas that worked). June, 33. 
Exhaust purifiers for power trucks. Mar., 193. 
Fire protection for industrial trucks. Mar., 239. 
Hand trucks. Mar., 192. 
Powered hand trucks (Voice of the reader). May, 161. 
Trucks and tractors. Mar., 190. 


Tysse, James W. 
Methods and procedures in a multi-plant safety program. (ASSE Jour., 
May, 29). 


U. S. Bureaus and departments 

Epochs in the Federal safety movement (from "Safety Standards," U. S. 
Dept. of Labor). Jan., 76. 

“Mhe Federal Role in Highway Safety," a summary of the report of the U. S. 
Bureau of Public Roads (Wire from Washington). Apr., 30. 

"Federal Specs,” Uncle Sam's shopping guide. Mar., 147. 

Motley to head Labor Standards Bureau (Personals). Jan., 88. 

National conference on air pollution stressed diseases from "dirty" air 
(Wire from Washington). Jan., 17. 

Publication describes mine disaster record. May, 159. 
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U. S. Military services 
High visibility for planes. Jan+,; 1094 
Flying is safer for "week-end warriors." (Jayson). Apr, 72. 
Safety wins friends for U. S. éause. June, 60. 
You will build an Air Force Academy=-on the double. May, 20. 


Ventilation and exhaust systems 
Cab coolers make hot job comfortable. Mar., 76. 
Fire protection for windowless plants. Mar., 237. 
Industrial ventilation. Mar., 60. 
Machining beryllium (Kent). Feb., 28. 
Or will the heat beat. you? May, 139. 
Proper hood for perchloric acid (Consultation corner). Jan., 58. 


Vibration 
Noise control. Mar., 78. 
Vibration dampeners (illustration). Mar., 84. 


Visitors 
Protecting guests (Ideas that worked). Feb., 34. 


Vosburgh, Beverly L. and David S. Goodman 
How much radiation canwetake? Jan., 34. 


Walkways 
Stairs, ramps, fixed ladders. Mar., 22. 


Washrooms 
Washrooms and lockers. Mar., 58. 


Waste 
Learning to live with the atom. Mar., 9. 
Machining beryllium (Kent). Feb., 29. 
Ship spent atomic fuel in lead-shielded casks. Jan., 92, 


Watchmen 
Automatic protection, supervisory systems. Mar., 216. 
Leased lines lengthen long arm of plant watchmen. June, 74. 
Plant guards need a nose for hazards. May, 145. 


Water supplies 
Reserve water supply for fire fighting. Mar., 234. 


Webb, Jervis C. 
The contractor on your premises. May, 26. 


Weeds 
Weed control. Mar., 222. 


Welding 
Chemical booby traps (Fawcett). Apr., 109. 
The contractor on your premises (Webb). May, 136. 
Eye conservation. Mar., 102. 


(over) 
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Welding (cont'd.) 
Preventing welding and cutting fires. Mar., 230. 
The welder's clothing. Mar., 160. 


Windows - cleaning 
Safety belts. Mar., 148. 


Winter hazards 
Cold-weather precautions for fire protection equipment. Mar., 22h. 
When snow fell they were ready. Jan., 20. 


Wire from Washington (Rosenfield). Jan., 17; Feb., 42; Mar., 6; Apr., 30; 
May, 10; June, 16. 


Women in industry 
Heads under cover. Mar., 106. 
Washrooms and lockers. Mar., 73. 
The women in your plant. Mar., 116. 


Workmen's compensation 
Dispelling compensation myths (Johnson). Jan., 70. 
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Abrasives 
New standard coated abrasive products. Oct., 226. 


Absorbents 
Oil absorbents. July, 2+. 


Accident records 
The Depot story (Krueger) Aug., 68+. 
Laboratory works 30 safe years. Sept., 54. 


Accident statistics 
The accident barometer. Prepared by the Statistics Division of National 
Safety Council. July, 58; Aug., 523 Oct., 1563 Nov., 523 Dec.,9. 
4,000 down, 91,000 to go (Recht). Sept., 20-21+. 
U.S. Public Health Service released information on disabilities during July 
1957-June 1958 (Wire from Washington). Oct., 217. 


Accident statistics - Methods 
Everybody understands money (Bailey). (ASSE Jour. Nov., 1959, 
50-52). 
Keeping tab on accidents (Stresau). Sept., 86-88+. 
Selling a safety program to top management (Menendez). (ASSE Jour. Aug., 
1959 43-48). 


Accidents (definitions) 
The most misunderstood subject in accident prevention (Pollard). (ASSE Jour. 
Nov., 1959, 53-54). 


Acids 
Back savers (Osti). Oct., 160+. 
Lor! Me lorry! (News briefs). Sept., 58. 
Planning a safe nuclear facility (Santangelo). Nov., 126. 


Aebersold, Paul C. 
Radioisotopes, success story of the atomic age. July, 22-23+. 


Aeronautics 
Choppers are safe (News briefs). Nov., 34. 
Cornell-Guggenheim reports progress in aviation safety. Oct., 170,172+. 
Fabric fire wall for jet bomber. Sept., 146. 
4,000 down, 91,000 to go (Recht). Sept., 64. 
Nuclear planes safe, says scientist. Aug., 126. 
Safety...on the ground, too (Soliman). Oct., 106-107. 
The work force speaks up. Sept., 32-33. 





Aerosols 
Emergency protection against aerosols (Industrial health). Oct., 174+. 


Alcoholism 
Alcoholism in industry (News briefs). Sept., 58. 
Book tells of Du Pont's alcoholism program. Sept., 160. 
Spotting alcoholics (News Briefs). Oct., 122. 


Anderson, C. C. and Benz, George R. 
LP-Gas at your service. Nov., 32-33+. 


Andrews, Bill 
Diary of a safety engineer (fiction). July, 123 Aug., 9: Sept., 42; 
Oct., 163 Nov., 12; Dec., 31. 


Animals 
Nuts to the mutts. Aug., 103. 
Radioanteloptivity (News briefs). Aug., 26. 


Around the compass; activities, programs, events, of safety councils. 
Aug., 48; Sept., 17; Oct., 201; Nov., 36. 


Arson 
The arson menace. Aug., 47. 
Author is arsonist (News briefs). Dec., 30. 


Artificial respiration, see Resuscitation 


Asphalt 
Explosions from asphalt (Consultation corner). Oct., 133. 


Associations 
Bouquets (Small bus. and assns.). Oct., 134. 
Merit award for outstanding achievement (Small bus. and assn.). Oct., 134. 
Multipliers for safety (Small bus. and assns). Nov., 29. 


Associations (Specific) 

American Industrial Hygiene Assn.--AIHA honors past presidents. July, 47. 

American Society of Safety Engineers--Award plan encourages journal article 
authors (ASSE Jour. Nov., 48). 

Arizona Traffic Safety Foundation--Foundation issued bulletin for Action 
(Around the compass). Oct., 202. 
Robert I. Allen named manager (Around the compass). Aug., 48. 

Yhe Associated General Contractors' Assns. of Texas--A good show...with many 
safety lessons. Aug., 32-33. 

Atomic Energy Commission--AEC announces new quarterly publication, Nuclear 
Safety (Wire from Washington). Oct., 12. 
AEC establishes office of health and safety. Dec., 67. 
Officers appointed for new Office of Health and Safety of the AEC 

(Personals). Dec., 60+. 

Indiana Traffic Safety Foundation--Indiana posts filled by Huber, Beaver 
(Around the compass). Aug., 48. 

‘Industrial Medical Assn.--Names Clark Bridges managing director (Personals 
Sept., 90. 
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Associations (Specific) (cont'd.) 

Industrial Safety Equipment Assn.--Monahan heafs equipment association 
(Personals). Sept., 90. 

seaa °~ aig of Scrap Iron & Steel--Safety week to stress hard hats. Sept., 
147 

International Rescue and First Aid Assn.--Founder of International Rescue 
and First Aid Association dies, Esther Myers Stephenson (Personals). 

Sept., 131. 

National Association of Industrial Glove Distributors--Glove distributors 
form association. Oct., 154. 

National Better Business Bureau--Bureau has pamphlet "Facts about home fire 
protection," which warns of racketeers. Oct., 182. 

National Bureau of Standards--NBS to publish four-part journal. Aug., 
102-103. 

National Screw Machine Products Assn.--Grand tour (Small bus. and assns). 
Nov., 29. 

National Fire Protection Assn.--Fiery facts, NFPA reports on large-loss 
fires in 1958. July, 6+. 
Portable fire extinguishers (Auck). July, 48, 50+. 
Thomas re-elected head of NFPA. Aug., 98. 

New York State Vision Services--Non-profit organization formed. Oct., 239. 

Society of Fire Protection Engineers--Duggan heads Society of Fire Protection 
Engineers (Personais). Sept., 130. 

Underwriters’ Laboratories U-L appointments (Personals). Sept: 93+. 

Washington Trade Assn. Executives--Safety round tables (Small bus. and assns.) 
Aug., 17. 

Western Oil and Gas Assn.--Background of a practical safety conference 
(Naughten). Aug., 24-25+. 


Atomic power, see Radiation 


Auck, Dale K. 
Portable fire extinguishers. July, 48, 50+. 


Automation : 
Planning safety into automation (Seavey). . (ASSE Jour. Aug., 37-42). 


Awards 
Award plan encourages journal article authors. (ASSE Jour. Nov., 48). 
C. & O Railway honored again by NSC. Dec., 17. 
Commerce, GSA win U.S. President's awards. Oct., 251. 
Industry takes safety to the community (Saul). Nov., 30-31+.. 
J. A. Dickinson awarded the Arthur Williams medal. July, 54. 
Safety and seamanship (Boer). Sept., 72. 
Speaking for safety (contests between employee orators). Sept., 84. 
Veteran fire chief wins Sparky award. July, 20. 


Awards - National Safety Council 
Announce changes in Council's award plan. Aug.,: 101. 
Association awards presented at Congress (Small bus. and assns). Nov., 29. 
Award judges at work (Small bus. and assns.). July, 4. 
Description of awards (four types). Sept., 82. 
For distinguished service. July, 115D; Aug., 343 Sept., 823; Oct., 144. 
Merit award for outstanding achievement (Small bus. and assn.). Oct., 135. 
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Awards - National Safety Council (cont'd.) 
1958 Citation award program announced. Aug., 47. 
Presentation in Saudi Arabia. Auvg., 74. 
President's medal awards. Sept., 147. 
Railroads honored for safety programs. Aug., 62. 
Safe driving program wins NSC award. Aug., 35. 
Types of awards given by the Council to members in recognition of outstanding 
achievement in accident prevention. Oct., 144. 


Bailey, Philip J. 
Everybody understands money. (ASSE Jour. Nov., 50-52). 


Barrett, James C. 
Laboratory ventilation. Sept., 26-27+. 


Belts - Safety 
Seat belts for tractor driver, too. Aug., 63. 
A narrow escape..and a new safety device. Oct., 136. 
Safety plus for scaffold workers, standard K.P. life line hookup (Ideas that 
worked). Aug., 28. 


Benz, George R. and Anderson, C. C. 
LP-Gas at your service. Nov., 32-33+. 


Blankets 
Trial by fire, aluminized blankets. July, 


Blasting 
Keeps check on blast shots. Oct., 155. 


Boating 
For fire-free boating. July, 114D. 


Boer, John H. G. 
Safety and seamanship. Sept., 70+. 


Boilers 
Vanadium residue (News briefs). Dec., 30. 


Book reviews 
Armistead, George 
Safety in petroleum refining and related industries (The safety library). 
Sept., 36. 
Boys, Floyd and Smith, Hobart M. 
Poisonous amphibians and reptiles--recognition and bite treatment. 
Oct., 140. 
D'Alonzo, C. A. 
The drinking problem and its control. Sept., 160. 
Elkins, Hervey 
The chemistry of industrial toxicology, second edition (The safety 
library). Dec., 46. 
Heinrich, H. W. 
Industrial accident prevention, 4th ed. rev. (The safety library). 
July, 62. 





Book reviews (cont'd) 
International Labour Office 
Manual o* industrial radiation protection, part II, model code of safety 
regulations (ionising radiation) (The safety library). Nov., 70. 
Prevention of accidents due to electricity underground in coal mines. 
Code of practice. Sept., 104. 
MacNalty, Arthur Salusbury, ed. 
The preservation of eyesight (The safety library). July, 62. 
Menninger, William C. and Levinson, Harry 
Human understanding in industry, guide for supervisor. (The safety 
library). July, 62. 
National Plant Maintenance and Engineering Show, proceedings of the technical 
sessions. 
Techniques of plant maintenance and engineering (The safety library). 
Nov., 70. 
Parkin, Charles M., Jr.e, editor 
The rocket handbook for amateurs (The safety library). Sept., 36. 
Society of the Plastics Industry in cooperation with the National Safety 
Council. Plastics safety handbook. Oct., 140. 
von Oettingen, W. F. 
Poisoning, a guide to clinical diagnosis and treatment, 2nd edition (The 
safety library). Sept., 36. 


Buildings 
Panorama of a top plant. Aug., 18-19+. 
Planning a safe nuclear facility (Santangelo). Nov., 24-25+. 
Stricter code in New York (News briefs). Sept., 58. 
Study fire safety of plastics in buildings. Sept., 7. 
Tonic for a tired plant. Sept., 28-29+. 


Bullard, Thomas H. 
Ten-finger safety. Dec., 34-35+. 


Burch, ‘Norval 
Training Milwaukee's safety leaders. Sept., 24-25+. 


Burris, Clifford F. 
The convincing case for safety shoes. Dec., 32-33. 


Cartoons 
"Bert". Sept., 803 Oct., 168. 
The lighter side. Sept., 27. 


Chains 
Alloy steel chains for overhead lifting. Data sheet 478. July, 25-28+. 


Chemical labeling 
Need warnings on all harmful chemicals. Sept., 148. 
Standarized labeling (Fire briefs). July, 60. 


Chemicals 
Boron hydride--Zip fuels toxic (News briefs). Aug., 26. 
Carbon tetrachloride--Carbon tet cure? (News briefs). Nov., 34. 





Chemicals (cont'd) 
Carbon tetrachloride measured in air (Consultation corner). Sept., 52. 
Diemine--Perfection no trifle (News briefs). Sept., 58. 
Dieldrin--Data on dieldrin (Consultation corner). Sept., 52. 
Diisocyanates--Toxicology of diisocyanates (Industrial health). Oct., 

176, 178. 

Trichloroethylene--Tipsy teetotaler (News briefs). Aug., 26. 
Vinyl acetate--Issue data sheet on vinyl acetate. Sept., 149. 


Child safety 
Bouquets to Milk Industry Foundation's "Crusade Child Safety" (Small bus. 
and assns.). Oct., 134. 
Industry takes safety to the community (Saul). WNov., 30-31+. 
Launch study of school fire safety. Sept., 150. 


Clips 
How to use wire rope clips. Oct., 128, 130+. 


Clothing, see Personal protective equipment. 


Color 
Color routs olive drab at army post. Sept., 151. 
Tonic for a tired plant. Sept., 28-29+. 


Communications 
Media pass the word on Congress. Dec., 26+. 
Radar hazards. Data sheet 481. Sept., 37-40+. 
Three dimensions in safety (Johnson). Dec., 18-19+. 
See also Radio; Television 


Community safety councils - Cities, counties, states 

Connecticut -- Connecticut Commission adds assistant (Around the compass). 
Sept., 17. 

Jackson-Duval -- Mrs. Humphries resigns post (Around the compass). Oct., 201. 

Kalamazoo -- Stanley G. Peck returns as manager (Around the compass). 
Nov., 36. 

Kansas-~- John Grove new president of Kansas Citizens Safety Council (Around 
the compass). Oct., 201, 

Missouri -- Paul N. Doll named acting executive secretary of Missouri Safety 
Council (Around the compass). Aug., 48. 

Nevada -- James Sale new managing director (Around the compass). Sept., 17. 

North Dakota -- Charles A. Christianson new president of N. D. Safety Council 
(Around the compass). Oct., 201. 

Omaha -- George A. Nothhelfer assistant manager for Omaha council (Around the 
compass). Sept., 17. 

Rochester, N. Y. -- When NS News was new (Around the compass). Nov., 36. 

Santa Clara -- Santa Clara office moves to larger quarters (Around the compass). 
Oct., 202. 

Seattle-King -- Raymond A. Norwood to be managing director of Seattle-Kinr 
county safety council (Around the compass). Nov., 36. 

Springfield-Greene (Mo.) -- Donald Dale Bown named executive director (Around 
the compass). Aug., 48. 

Tulsa -- William D. Highland hired as full time director (Around the compass). 
Nov., 36. 

Wisconsin -- Safety Council names officers, Walter Lindemann is president 
(Personals). Aug., 98. 
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Conferences 
Background of a practical safety conference (Naughten) Aug., 24-25+. 
Coming events. July, 1513 Aug., 653; Sept., 603 Oct., 1433; Nov., 48; 
Dec., 92. 

Lighting industry needs more engineers. Oct., 226. 

Military-Public Officials Conference held in Olympia (Around the compass). 
Sept., 17. 

Safety briefs...conferences in Maine and Pennsylvania (Around the compass). 
Oct., 202. 

Safety round tables (Small bus. and assns.). Aug., 17. 

Tool engineers will stress safety. Oct., 218. 

See also National Safety Council - Congress; Traffic safety. 


Constance, John D. 
Becoming a registered professional engineer. {(ASSE Jour. Nov., 55-64). 


Construction 
Earthquake tests "plan bulldozer." Dec., 73. 
General excavation. Data sheet 482. Oct., 117-120+. 
Global construction safety (Ferris). Nov., 18-19+. 
A good show...with many safety lessons. Aug., 32-33. 
Industry faces greater heat problems. Oct., 224-225. 
Lightning losses mount in suburbs. Oct., 203. 
Road building safety (Small bus. and assns). Sept., 49. 


Construction - Fire protection 
Fire safety includes exposure protection. July, 20. 
Paints that hold back fire. July, 40-41. 
Study fire safety of plastics in buildings. Sept., 7. 
Test flammability of building materials. Oct., 225. 
Urge use of new fire retardant materials. Sept., 147. 


Construction - Statistics 
4,000 down, 91,000 to go (Recht) (figures from the summary of Accident 
Facts, 1959). Sept., 64. 


Consultation corner (Smith). Sept., 523; Oct., 133; Nov., 35. 


“Gunes contests. July, 1323 Aug., 1253 Sept., 1353 Oct., 1623; Nov., 147; 
sor soulaatt Sex us, work safely (slogan contest) (Small bus. and assns). 
Selling Paid program to top management (Menendez). (ASSE Jour. Aug., 
Ph ong safety (speech contest between employee orators). Sept., 84. 


Costs of accidents 
The cost of work accidents--like an iceberg are largely hidden (Small bus. 
and assns.). Sept., 48. 
Everybody understands money (Bailey). (ASSE Jour. Nov., 50-52). 
4,000 down, 91,000 to go (Recht). Sept., 20+. 
Ten-finger safety (Bullard). Dec., 34-35+. 
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Costs of safety equipment 
Share the cost saves sight. Oct., 220. 
Ten-finger safety (Bullard) (some costs for safety equipment per employee). 
Dec., 77. 


Cottingham, W. 0. 
Off-job conditioning spurs on-job safety (Off the job). Aug., 60. 


Cox, James L. 
Safe construction jobs are planned. Sept., 67. 


Cranes 
Boom goes "boom"! (News briefs). Oct., 122. 
Crane booms vs power lines (Elkins). Sept., Ti+. 
Tinted glass for crane cab? (Consultation corner). Sept., 52. 


Crosby, Lincoln B. 
sea Hog plus...what a plant manager expects of a safety engineer. Sept., 
15-19+. 


Cutter, Walter A. and Wilkerson, Thomas H. 
Toward the profession of safety program management. Oct., 96-97+. 


Data sheets 
Alloy steel chains for overhead lifting. 478. July, 25. 
General excavation. 482. Oct., 117. 
LP-Gases for industrial trucks. 479. Aug., 36. 
Management safety policies. 483. Nov., 37. 
Radar hazards. 481. Sept., 37. 
Titanium. 485. Dec., 36. 


Daughtrey, William W. 
CCTV joins Army safety staff. Oct., 12k. 


Davis, George W. 
Quotes from a speech given on industrial progress as it relates to new vision 
problems. Sept., 144. 


Demonstrations 
A good show...with many safety lessons. Aug., 32-33. 
Paints that hold back fire. July, 40-41. 
Trial by fire (aluminized fabric heat resistant suits). July, 36, 38+. 


Diary of a safety engineer (Andrews). July, 123 Aug., 9; Sept., 42; Oct., 


Disaster organization plans 
Commun..cation under difficulties, two-way radio and powered megaphones. 


July, 56. 
Earthquake tests "plan bulldozer." Dec., 73. 


Discipline 
Sefety discipline in batter's box! Oct., 154. 
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Diseases 
4,000 down, 91y000 to go (Recht). Sept., 20. 
Cold comfort (The safety valve). Sept., 10. 
Work for cardiacs (News briefs). Oct., 122. 


Dorsett, Robert 
Operation fire hazard. July, 30-31+. 


Drivers and driving 
Industry takes safety to the community (Saul). Nov., 133-134. 
Let me die with dignity (Morris). Sept., 54. 
Safety briefs...Michigan License Appeal Board television show (Around the 
compass). Oct., 201. 
Safety...on the ground, too (Soliman). Oct., 106-107. 
Tomorrow's safety targets (Godfrey). Nov., 28. 


Duffus, H. B. 
Power press safety program, a 10-step program. Aug., 20-21+. 


Dust 
Cleaning chests and dust collectors (Ideas that worked). Sept., 34. 
Dust cleaning simplified (News briefs). WNov., 34. 
Explosions don't just happen. Oct., 211-212. 
Gold dust control (News briefs). Sept., 58. 
Lung decontamination (News briefs). Aug., 26. 


Ear protection 


Noise is more than a nuisance (Singer). Aug., 22-23+. 


Earthquakes 
Earthquake tests "plan bulldozer.” Dec., 73. 


Economics of safety 
Can Manufacturers Institute points to savings (Small bus. and assns.). Oct., 
134. 
Cool, man, cool! (Small bus. and assns.). Aug., 17. 
Fiery facts, NFPA reports on large-loss fires in 1958. July, 6+. 
Safety is 2k-hour proposition (Off the job). Aug., 60-61. 
Ten-finger safety (Bullard). Dec., 77. 
See also Costs of accidents. 


Editorials 
Journal. Aug., 33. Selling safety. 
Nov., 49. Engineering in the safety profession. 


July, 2. Advice from a fire chief. 

Aug., 4. Unwritten books. 

Sept., 4. Contacts that help. 

Oct., 2. It's your Congress. 

Nov., 4. Another industrial revolution. 

Dec., 4%. Are there fashions in dealing with people? 


Electric shock 
Crane booms vs power lines (Elkins). Sept., 74+. 





- 10 « 


Electrical equipment industry 
Management looks at safety in the electrical equipment industry (A National 
Safety Council member survey). Oct., 100-101l+. 


Electronics 
Radar hazards. Data sheet 481. Sept., 54. 


Elkins, Sam S. 
Crane booms vs power lines. Sept., 7+. 


Employees 
Counseling accident repeaters (Consultation corner). Nov., 35. 
Employee booklets. Aug., 104; Sept., 98; Oct., 190; Dec., 82. 
Too much "sweet talk"? (The safety valve). Sept., 10. 
What about Bert? (Andrews) (The diary of a safety engineer). Nov., 12+. 
The work force speaks up. Sept., 32-33. 


Engineering - Industrial 
Panorema of a top plant. Aug., 18-194. 
Planning a safe nuclear facility (Santangelo). Nov., 24-25+. 


Engineers 
Becoming a registered professional engineer (Constance) (ASSE Jour. Nov., 


55-64). 


Engineers - Safety 

CCIV joins Army safety staff (Daughtrey). Oct., 124. 

Contacts that help (Editorial). Sept., 4. 

Dedication plus...what a plant manager expects of a safety engineer (Crosby) 
Sept., 18-19+. 

Diary of a safety engineer (Andrews). July, 123 Aug., 93 Sept., 423 Oct., 16; 
Nov., 123 Dec., 31. 

Engineering in the safety profession--a definition (Editorial) (Jones) (AcCSE 
Jour. Nov., 49). 

How they revised the Manual. Oct., 114-116. 

Management safety policies. Data sheet 483. Nov., 64. 

Toward the profession of safety program management (Cutter). Oct., 96-97+. 


Entertainment 
Congress ends with a “bang” of balloons. Dec., 23. 
Crazy mixed-up safety sayings (Ideas that worked). Aug., 29. 
A good show...with many safety lessons. Aug., 32-33. 
Hazards behind the glamor (Williams). Sept., 30. 
Industry takes safety to the community (Saul). Nov., 30-31+. 
Take a chance--and stay safe (Ideas that worked). Sept., 35. 


See also Safety stunts, 


Exhibits 
Official exposition guide, 47th National Safety Congress and Exposition. 
Oct., 19-94. 
Old friends and new, the exhibitors at the 47th National Safety Congress. 
Sept., 46-47. 
Railroads provide exhibits at county fairs in Ohio (Around the compass). 
Oct., 202. 
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Exhibits (cont'd) 
Safety exhibit idea (Small bus. and assns.). Sept., 48. 
Shopping at Safety's big Show. Dec., 24-25+. 
See also Demonstrations 


Exploration 
Operation Deep Freeze. Nov., 20-21+. 


Extinguishers, see Fire protection - Extinguishers 


Eyes 
Any plant can have vision conservation (Roberts). Oct., 104-105+. 
Industrial progress brings new vision problems. Sept., 144. 
Share the cost saves sight. Oct., 220. 


Farm safety 
Farm safety (Wire from Washington). Sept., 112. 
4,000 down, 91,000 to go-(Recht). Sept., 64. 


Fatigue 
Industrial progress brings new vision problems. Sept., 144-145. 


Ferris, George F. 
Global construction safety. Nov., 18-19+. 


Films 
Film teaches manual handling methods. - Aug. 64. 
Higher speed for color movie film. July, 133. 
You, too, can make safety films (Griffin). Oct., 102-103+. 


First aid 
Guards study first aid (News briefs). Dec., 30. 
Poisoning first aid (News briefs). Nov., 34. 
Principles and techniques of rescue breathing (Long). Aug., 27+. 
Successful session on moving injured (Around the compass). Sept., 17. 


Fire protection 
Accessories that aid fire fighting. July, 42. 
Advice from a fire chief, Henry G. Thomas (Editorial). July, 2. 
Annual fire protection issue of the News. July. 
The arson menace. Aug., 47. 
At Congoleum Nairn, protection is automatic. July, 32-33+. 
Caught green-handed (Fire briefs). July, 60. 
Communication under difficulties, two-way radio and powered megaphones. 
July, 56. 
Expensive ignorance. Aug., 63. 
Fabric fire wall for jet bomber. Sept., 146. 
Fire protection and control equipment directories. July, 86-112. 
For fire-free boating. July, 114D. 
The greatest of these... Aug., 42. 
Hot beef (News briefs). Dec., 30. 
Indispensable flammables. Oct., 110-111+. 
Launch study of school fire safety. Sept., 150. 





Fire protection (cont'd) 
List six vital sprinkler check points. Oct., 255. 
Operation fire hazard (Dorsett). (The Chicago fire department operation). 
July, 30-31+. 
Oxygen for everyone (Fire briefs). July, 60. 
Planning a safe nuclear facility (Santangelo). Nov., 123-124. 
Urges fire protection for Japanese temples. Oct., 225. 
Veteran fire chief, Henry G. Thomas, wins Sparky award. July, 20. 
See also Construction - Fire protection 


Fire protection - Extinguishers 

At Congoleum Nairn, fire protection is automatic. July, 32-33+. 

Beware of "gyp" extinguisher service. Sept., 146. 

Fire safety racketeers (paragraphs from his article in Fireman magazine) 
(Off the job) (Tryon). Oct., 186+. 

Home extinguisher program (Off the job) (Marteny). July, 114. 

Indifferent to incineration (News briefs). Nov., 34. 

Mud vs fire (News briefs). Sept., 58. 

Portable fire extinguishers (Auck). July, 48, 50+. 

Radar hazards. Data sheet 481. Sept., 54. 


Fire protection - Racketeers 
Beware of "gyp" extinguisher service. Sept., 146. 
Fire safety racketeers (Tryon). Oct., 180, 182+. 


Fire protection - Retardants 
Fabric fire wall for jet bomber. Sept., 146. 
Paints that hold back fire. July, 40-41. 
Quick fire retardant for high-voltage lines (Fire briefs). July, 60. 
Trial by fire. July, 36, 38+. 
Urge use of new fire retardant materials. Sept., 147. 


Fire protection - Statistics 
Fiery facts, NFPA reports on large-loss fires in 1958. July, 6+. 
4,000 down, 91,000 to go (Recht). Sept., 64. 
Lightning losses mount in suburbs. Oct., 203. 
93 fire dead! (Fire briefs). July, 60. 


Firearms (use) 
4,000 down, 91,000 to go (Recht). Sept., 64. 
How to hunt--and return safely (Off the job) (Johnson). Sept., 8. 


Flame arrestors 
Indispensable flammables. Oct., 198. 


Flammable liguids 
Backfire fires gasoline (News briefs). Dec., 30. 
Explosive combination (gasoline and two-way car radio) (Fire briefs). 
July, 60. 
Indispensable flammebles. Oct., 110-11l+. 
Office fire (News briefs). Dec., 30. 
Safer substitute (Fire briefs). July, 60. 


Floors 
Oil absorbents. July, 24+. 








| 


Forecasts 
A challenging decade, safety in the 60's. July, 21. 
Safety in the 60's, a decade of problems and opportunities. Oct., 95+. 


Foreign countries 
Global construction safety (Ferris). Nov., 18-19+. 
Presentation in Saudi Arabia. Aug., 74. 
Road safety workshop in Toronto (Around the compass). Aug., 48. 
Safety gets top billing in German plants. Sept., 44. 
Safety...on the ground, too (Soliman) (Philippines). Oct., 106-107. 
Speaking for safety (Contest between employee orators in Canadian firm). 
Sept., 84. 
Urges fire protection for Japanese temples. Oct., 225. 


Foremen 
Management safety policies. Data sheet 483. Nov., 44. 
Training Milwaukee's safety leaders (Burch). Sept., 24-25+. 
Foundations, see Associations 


Gartner, Robert F. 
Rocket reviews replies (Voice of the reader). Dec., 70. 


Gases 
4,000 down, 91,000 to go (Recht). Sept., 64. 
Handling gas cylinders (Ideas that worked). WNov., 26. 


Harness for compressed gas cylinder (Ideas that worked). Dec., 28. 
Oxygen for everyone (Fire briefs). July, 60. 


Gasoline 
Backfire fires gasoline (News briefs). Dec., 30. 
Explosive combination (gasoline and two-way radio in car). (Fire briefs). 
July, 60. 


Gidel, Robert D. 
Bargain basement thrills. July, 213; Have credit--will purchase. Aug., 56; 
Planned obsolescence. Oct., 1743; That old gang of mine. Sept., 23. 


Glass 
Tinted glass for crane cab? (Consultation corner). Sept., 52. 


Godfrey, Darwin F. 
Tomorrow's safety targets. Nov., 286. 


Goggles 
Any plant can have vision conservation (Roberts). Oct., 104-105+. 
Industry takes safety to the community (Saul). Nov., 130. 
Share the cost saves sight. Oct., 220. 


Graham, Gordon B. 
How to make effective company inspections. Sept., 78+. 


Grain mills 
Posters pack a punch. Sept., 50. 
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Griffin, Glenn F. 
You, too, can make safety films. Oct., 102-103+. 


Guided missiles 
Safety gets priority on firing range. Oct., 224. 


Hand protection 
Glove distributors form association. Oct., 154. 
Ten-finger safety (Bullard). Dec., 34-35+. 


Hartmann, Ralph M. 
Is training for safety different from other training? (ASSE Jour. Aug., 


34-36). 


Health 
Eat right--work right (News briefs). Aug., 26. 
Nebraska Dept. of Health brochure on accident prevention resource materials 
(Around the compass). Sept., 17. 
eat Ny conditioning spurs on-job safety (Off the job) (Cottingham). Aug., 
0. 


Health - Supervision in industry 
Any plant can have vision conservation (Roberts). Oct., 104-105+. 
Industrial progress brings new vision problems. Sept., 144. 
Noise is more than a nuisance (a hearing conservation program) (Singer). 
Aug., 22-23+. 


Health hazards 
How to make effective company inspections (Graham). Sept., 60+. 
See also specific subject. 


Heat and heating 
Industry faces greater heat problems. Oct., 224-225. 
Planning a safe nuclear facility (Santangelo). Nov., 121-122. 


Hodnick, H. V. 
How to use wire rope clips. Oct., 128, 130+. 


Holidays 
Factory on Christmas Eve.(Andrews). Dec., 31. 
Union safety campaign for Labor Day weekend. July, 8. 


Home safety 
4,000 down, 91,000 to go (Recht). Sept., 21. 
Home extinguisher program (Off the job) (Marteny). July, 114. 
Nebraska Dept. of Health brochure on accident prevention resource materials 
(Around the compass). Sept., 17. 


Housekeeping 
Oil absorbents. July, 24+. 
Planning a safe nuclear facility (Santangelo). Nov., 125. 
Tonic for a tired plant. Sept., 28-29+. 








- 15 - 


Human relations 
Tomorrow's safety targets (Godfrey). Nov., 26. . 
Too much "sweet talk"? (The safety valve). Sept., 10. 


Hurricanes 
Red Cross issues hurricane safety tips. Oct., 168. 


Ideas that worked (Kelly). Aug., 283; Sept., 34; Oct., 1123 Nov., 263 Dec., 28. 


Implosion 
Indispensable flammables. Oct., 200. 


Industrial Revolution 
Another industrial revolution (Editorial). Nov., 4. 


Injuries 
Publicizing work injuries (Ideas that worked). Oct., 113. 


Inspection 
How to make effective company inspections (Graham). Sept., 78+. 


Johnson, E. R. , 
Three dimensions in safety. Dec., 18-19+. 


Johnson, Harry 
How to hunt--and return safely (Off the job). Sept., 8. 


Jones, John F. 
Engineering in the safety profession--a definition (Editorial). (ASSE 


Jour. Nov., 49). 


Krueger, Robert S. 
The Depot story. Aug., 68+. 


turnover costly (Small. bus. and assns.). Sept., 48. 
wrth in the 60's, a decade of problems and opportunities. Oct., 95+. 
n safety campaign for Labor Day weekend. July, 8. 


Chemical warfare routs weeds. July, 34. 

High pressure lab designed for safety. Sept., 148. 

Laboratory ventilation (Barrett). Sept., 26-27+. 

Laboratory works 30 safe years. (Consultation corner). Sept., 54. 


Ladders ; 
Latest on ladders, new edition of American Standard Code. Aug., 42. 
A narrow escape...and a new safety device. Oct., 136. 
Painting ladders (Voice of the reader--N. F. Borgaard). Sept., 125. 
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Languages 
Language (The safety valve). Dec., 10. 


Lighting 
Lighting industry needs more engineers. Oct., 226. 
More light (News briefs). Sept., 58. 
New reflector gives more light, less glare. Oct., 219. 


Lightning 
Lightning losses mount in suburbs. Oct., 203. 


Liquefied petroleum gas 
Fire hero (Fire briefs). July, 60. 
LP-Gas at your service (Benz). WNov., 32-33+. 
— petroleum gases for industrial trucks. Data sheet 479. Aug., 
36-35+. 


Long, N. Gillmor 
Principles and techniques of rescue breathing. Aug., 27+. 


Machines 
Battery-operated dictating machine better than a notebook. Nov., 58. 
Noise is more than a nuisance (Singer). Aug., 22-23+. 
Planning safety into automation (Seavey). (ASSE Jour. Aug., 37-42). 
Tonic for a tired plant. Sept., 28-29+. 
Tool engineers will stress safety. Oct., 218. 
See also Cranes; Motor vehicles; Power mowers; Power presses. 


Management 

Dedication plus... what a plant manager expects of a safety engineer (Crosby) 
Sept., 18-19+. 

Everybody understands money (Bailey). (ASSE Jour. Nov., 50-52) 

How to make effective company inspections (Graham). Sept., 78+. 

Management looks at safety in the electrical equipment industry (A National 
Safety Council member survey). Oct., 100-101+. 

Management safety policies. Data sheet 483. Nov., 37-40+. 

wae safety program to top management (Menendez). (ASSE Jour. Aug., 

3- ° 


Toward the profession of safety program management (Cutter). Oct., 96-97+. 


Manufacturing 
At Congoleum Nairn, fire protection is automatic. July, 32-33+. 
4,000 down, 91,000 to go (Recht). Sept., 64. 
Injury-frequency rate for manufacturing on an upward trend (Wire from 
Washington). Oct., 12. 
Panorama of a top plant. Aug., 18-19+. 


Marine industry 
For fire-free boating. July, 114D. 
Port is more hazardous says sea captain. Sept., 7. 
Safety and seamanship (Boer). Sept., 70+. 


Marteny, R. L. 
Home extinguisher program (Off the job). July, 114. 
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Material handling 
Alloy steel chains for overhead lifting. Data sheet 478. July, 25-28+. 
Back savers (Osti). Oct., 160+. 
Home grown safety. Oct., 108-109. 
Pallet roller (Ideas that worked). Nov., 27. 
Pallet standardization (News briefs). Dec., 30. 
Planning a safe nuclear facility (Santangelo). Nov., 125. 
Safer way pays (News briefs). Nov., 34. 
Safety barnstormers (News briefs). Oct., 122. 
See also Cranes 


Meetings 
Management looks at safety in the electrical equipment industry (A National 
Safety Council member survey). Oct., 100-101+. 
Speaking for safety (contest between employee orators). Sept., 84. 
The work force speaks up. Sept., 32-33. 


Menendez, Joseph A. 
Selling a safety program to top management. (ASSE Jour. Aug., 43-48). 


Metal products industry 
Metal freezes to buckets (Consultation corner). Oct., 133. 
Ten-finger safety (Bullard). Dec., 34-35+. 
Three dimensions in safety (Johnson). Dec., 18-19. 
Titanium. Data sheet 485. Dec., 36-39. 
Tool engineers will stress safety. Oct., 218. 


Metals 
Metals handling (News briefs). Oct., 122. 
Titanium. Data sheet 485. Dec., 36-39. 
Vanadium residue (News briefs). Dec., 30. 


Mines 
4,000 down, 91,000 to go (Recht). Sept., 64. 
Renew campaign against coal mine roof falls. Oct., 164+. 


Morris, Kathryn 
Let me die with atentie, Sept., 54. 


Motivation 
Tomorrow's safety targets (Godfrey). Nov., 28. 


Motor vehicles 
4,000 down, 91,000 to go (Recht). Sept., 20-21+. 
Liquefied petroleum gases for industrial trucks. Data sheet 479. Aug., 
36-38+. 
They were prepared. Oct., 219. 


Motors . 
Lubricating motors. July, 73. 


National Safety Council 
Associations help sections (Small bus. and assns.). Aug., 17. 
Industrial Conference reports activities. July, 114B+. 
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National Safety Council (cont'd) 
Motor Transport at the Congress, including officers for 1959-60. Traffic 
Safety, Dec., 32-33. 
Notice to members of the National Safety Council: amendments to Constitution 
and By-Laws approved. Aug., 46. 
Small Business committee meets (Small bus. and assns.). July, 4. 
Welcome 13 new conference members (Around the compass). Aug., 48. 


National Safety Council - Congress - 1919 
40 years ago, on to peace and prosperity. Oct., 9+. 


National Safety Council - Congress - 1959 
Associations at Congress (Small bus. and assns.). Oct., 134. 
Chicago calling, 47th National Safety Congress and Exposition October 19-23. 


Oct., 99+. 

Congress quotes, from sessions of the 47th. Nov., 22. 

Congress, 12,000 safety men on the go. Dec., 20-23. 

Getting set for the 60's at the 47th National Safety Congress. Nov., 14. 

Heard at the Congress (quotes). Dec., 27. 

It's your congress (Editorial). Oct., 2. 

Media pass the word on Congress. Dec., 26+. 

Metals Section, associations cooperate (Small bus. and assns.). Sept., 48. 

Official exposition guide, 47th National Safety Congress and Exposition. 
Oct., 19-94. 

Old friends and new, the exhibitors at the 47th National Safety Congress. 
Sept., 46-47. 

"Safety in the Sixties," Congress plans complete. Sept., 22. 

Safety information? You'll find it at the Congress. Aug., le. 

Safety swap shop for associations, successful at Congress (Small bus. and 
assns.). Dec., 14. 

Shopping at Safety's big Show. Dec., 24-25+,. 


National Safety Council - History 
4O years ago, on to peace and prosperity. Oct., 9+. 
Industrial department key role in work of Council. Aug., 50. 
Our first 40 years were the hardest? Nov., 10+. 
Training Milwaukee's safety leaders (Burch). Sept., 25. 


National Safety Council - Officers, trustees, and directors 
Arthur V. Rohweder, NSC board member, dies. Sept., 132. 
Chairmen of industrial sections. Dec., 5l+. 
Dr. Cassius H. Watson, former NSC president, died June 1. July, 80. 
Officers, trustees and directors, National Safety Council--1950-60, elected 
at the 47th National Safety Congress. Nov., 23+. 


National Safety Council - Publications 
Another milestone (The safety valve). Dec., 10. 
A challenging decade, safety in the 60's. July, 21. 
Distribute NSC material (Small bus. and assns.). Aug., 17. 
Employee booklets. Aug., 104; Sept., 98; Oct., 190; Dec., 82. 
How they revised the manual. Oct., 114-116. 
More associations use NSC material (Small bus. and assns.). Sept., 48. 
Our first 40 years were the hardest? Nov., 10+. 
Safety in the 60's, a decade of problems and opportunities. Oct., 95+. 
Safety posters. Monthly department. 
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National Safety Council - Publications (cont'd) 
Survival in the 60's (The safety valve). Oct., 4. 
A tribute to Carman Fish as the NSNews celebrates its 40th anniversary 
(Written by The Working Stiffs for the Safety Valve). WNov., 8. 
What's new in NSC services? Sept., 1033 Oct., 142. 


National Safety Council - Staff 

A. M. Baltzer director of production in Industrial Department (Small bus. 
and assns.). Dec», lh. 

Alfred Finch made motor transport manager for NSC (Personals), Aug-, 98. 

Ed Smith leaves NSC to take position with cancer association (Around the 
compass). Aug., 46. 

Edward H. Bovich joins Michigan organization (Around the compass). Oct., 202. 

How they revised the manual. Oct., 114-116. 

Howard Pyle presented NSC Award of Honor to oil company in Saudi Arabia. 
Aug., 74. 

Industrial staff setup modernized. Aug., 50+. 

Lois Zearing heads NSC library (Personals). Aug., 54. 

Our first 40 years were the hardest? Nov., 10+. 

Pennsylvania, New York field men selected (Around the compass). Nov., 36. 

Ray sage gly directs Small Business division (Small bus. and assns.). 
Dec., 14. 


Ruth Parks died September 13, 1959. Sept., 223. 

Thomas Fansler died August 24, 1959 (Obituary). Oct., 222-223. 

A tribute to Carman Fish as the NSNews celebrates its 40th anniversary 
(Written by The Working Stiffs for the Safety Valve). WNov., 8. 


National Safety Council - Surveys 
Associations surveyed (Small bus. and assns.). Sept., 49. 
The convincing case for safety shoes (Burris). Dec., 32-33. 
Management looks at safety in the electrical equipment industry ( A National 
Safety Council member survey). Oct., 100-101+. 


Naughten, M. Je ° 
Background of a practical safety conference. Aug.-, 24-25+. 


News briefs. Auge, 26; Sept., 58; Oct.,; 122; Nov., 34; Dec., 30. 


Noise 
Five ways to control noise (News briefs). Aug., 26. 
Noise is more than a nuisance (Singer). Aug., 22-23+. 


Obituaries 
Broderick, D. B. "Burney." Nov., 363 Fansler, Thomas, Oct., 2223 Gaver, 
William, Dec., 893 Hedges, Horace E., Dec., 89; Johnson, Walter T., 
Aug.-, 1003; Lively, Thomas M. Nov., 503; Mallette, Frederick S., Nov., 
50; Myers, Hallie L., July, 803; Parks, Ruth, Sept., 223; Rohweder, 
Arthur V., Sept., 132; Stephenson, Esther Myers, Sept., 1313; Watson, 
Cassius H., July, 80. 


Off the job 
Industry takés safety to the community (Saul). Nov., 30-31+. 
Off-job conditioning spurs on-job safety (Off the job) (Cottingham). Aug., 
60. 
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Off the job (cont'd) 
Off the job; safety programs for plant and community (Johnson). July, 114; 
Aug., 60; Sept., 8. 
Safety is 2h-hour proposition (Off the job). Aug., 60-61. 
Suburbanitis (The safety valve). Aug., 14. 


Office safety 
Office fire (News briefs). Dec., 30. 


Organization 
Dedication plus...what a plant manager expects of a safety engineer (Crosby). 
Sept., 18-19+. 
Management looks at safety in the electrical equipment industry (A National 
Safety Council member survey). Oct., 100-101+. 
Management safety policies. Data sheet 483. Nov., 37-40+. 
The most misunderstood subject in accident prevention (Pollard). (ASSE Jour. 
Nov., 53-54). 
Safe construction jobs are planned (Cox). Sept., 67-68+. 
Three dimensions in safety (Johnson). Dec., 18-19+. 
Toward the profession of safety program management (Cutter). Oct., 96-97+. 
See also Small plants and business. 


Osti, Aldo P. 
Back savers. Oct., 160+. 


Paint 
Paints that hold back fire. July, 40-41. 


Pallets, see Material handling 


Paper industry 
In the black (Small bus. and assns.). July, 4. 


Personal protective equipment 
The convincing case for safety shoes (Burris). Dec., 32-33. 
Emergency protection against aerosols (Industrial health). Oct., 174+. 
Glove distributors form association. Oct., 154. 
Planning a safe nuclear facility (Santangelo). WNov., 126. 
Safety week to stress hard hats. Sept., 147. 
Ten-finger safety (Bullard). Dec., 34-35+. 
Trial by fire (aluminized fabric). July, 36, 36+. 
See also Belts - Safety; Ear protection; Goggles 


Personals 
Personals. July, 79; Aug., 54; Sept., 903; Oct., 221; Nov., 543 Dec., 60. 
Bridges, Clark D. - Industrial Medical Association names Bridges managing 
director (Personals). Sept., 90. 

Corley, R. L. - Safety coordinator for Minute Maid Corp. (Personals). 
Dec., 88. 

Duggan, James J. - Heads Society of Fire Protection Engineers (Personals). 
Sept., 130. 

Everett, Lewis B. - Forms management safety consulting firm (Personals). 
Sept., 92. 
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Personals (cont'd) 

Feathers, William A. - Resigns from Seattle-King County Safety Council ( 
(Around the compass). Oct., 202. 

FunderBurk, C. B. - President of National Association of atuns Insurance 
Companies (Personals). Dec., 60. 

Hall, John - Safety coordinator for chemical plants for Kaicer-Ateni mis 
(Personals). Oct., 221. 

Heuler, Stanley C. - Safety appointments at J&L (Personals). Septz, 94. 

Huggins, W. A. "DOC" - Retired from state service in California (Around the 
compass). Oct., 202. 

Janous, John -- Safety supervisor for Ravenswood Works (Personals) Oct., 
221 

Johnson, William S. - Director of Safety Division, Office of Industrial 
Relations, USN (Personals). Dec., 87+. 

Kelsey, Frank W. - Coordinator of safety for Jones & Laughlin I retires 
(Personals) ; Aug., 54. 

Keskey, Charles R., Jr. - Named vice president for underwriting: and 
engineering of Consolidated Underwriters, Kansas City, Mo. (Personals). 
Nov., 54. 

Laderer, Frank 
Chairman of Small Business committee (Small bus. and assns.). Dec., 14. 

Legree, Wilburn - "Singing cop," Lieut. Wilburn Legree announces retirement 
(Around the compass). Aug., 48. 

Lorentzen, John F. 

Safety appointments at J&L (Personals). Sept., 94. 
Mickel Charles W. - Named head of safety and security for electonic power 
tube plant (Personals). July, 79. 

Miller, Arthur E. - Elected to board of directors of Scott Aviation Corp. 
(Personals). Dec., 88. 

Mills, William E. - Formica promotes Mills (Personals). Aug., 98. 

Monahan, J. T. - Heads safety equipment association (Personals). Sept., 90. 

Moore, Robert L. - Superintendent of Engineers for Lumbermens Mutual 
Casualty Company. Dec., 102. 

Naquin, Arthur J. - Heads EEI safety committee, (Personals). Sept., 90. 

Olson, Roy H. - Safety consultant for Michigan Mutual Liability Company 
(Personals). Oct., 221. 

Paterson, I. B. "Scotty" - Joined safety department of Eitel-McCullough 
(Personals). Dec., 88. 

Raia, Theodore C. - District safety engineer for American-Marietta Company's 
west coast territory (Personals). Dec., 60. 

Roberts, William H. - Superintendent of safety for Chicago & North Western 
Railway System, retired July 1 (Personals). Aug., 54. 

Sandel, John M. - Retired engineer with Chicago insurance and engineering 
firm (Personals). July, 79. 

Schlueter, Clyde - A note of thanks to retiring chairman of NSC's Small 
Business and Associations Committee. (Small bus. and assns.). Dec., 14. 

Sweitzer, J. M. - Named executive vice president of Employers Mutuals of 
Wausau (Personals). Oct., 221. 

Thomas, E. J. - Chairman of the board of The Goodyear Tire & Rubber Company 
to address banquet at 47th Congress. Sept., 22. 

Thomas, Henry G. - Re-elected head of NFPA. Aug., 98. Veteran fire chief 
wins Sparky award. July, 20. 

Tuma, Quincy Y. - Heads Texaco safety (Personals). Sept., 93. 

Vorhes, Charles P. - Succeeds Mr. Kelsey as safety coordinator for Jones & 
Laughlin (Personals). Aug., 54. 
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Personals (cont'd) 

Ward, Ronald L. - Retires from B&O (Personals). Sept., 131. 

Western, Forrest - Named deputy director of AEC Office of Health and Safety 
(Personals). Dec., 60, 67. 

Whitaker, H. Baron - U-L appointments (Personals). Sept., 93. 

Woodruff, Nathan H. - Named director of AEC Office of Health and Safety 
(Personals). Dec., 60+. 

See also National Safety Council - Staff. 


Petroleum industry 
Background of a prectical safety conference (Naughten). Aug., 24-25+. 
LP-Gas at your service (Benz). Nov., 32-33+. 
Presentation in Saudi Arabia. Aug., 74. 


Photographs 
Perfection no trifle (photographed safe handling of diamine at chemical plant) 
(News briefs). Sept., <6. 
Picture of a safe worker (Ideas that worked). Oct., 112. 
Publicizing work injuries (Ideas that worked). Oct., 113. 


Plastics 
Aggressive water (News briefs). Dec., 30. 
Study fire safety of plastics in buildings. Sept., 7. 


Poems 
Factory on Christmas Eve. (Andrews) . Dec., 31. 


Pollard, Merrill C. M. 
The most misunderstood subject in accident prevention, (ASSE Jour. Nov., 


53-54). 


Posters 
Posters pack a punch. Sept., 50. 
Safety gets top billing in German plants. Sept., 44. 
Safety — July, 1193 Aug., 1053; Sept., 993 Oct., 1913; Nov., 117; 
Dec., 53. 


Posture 
Packers, posture, production (News briefs). Dec., 30. 
TV and OTJ (News briefs). Dec., 30. 


Power mowers 
From a power mower victim (Voice of the reader, R. L. Almond). 


Hammer knife mowers stop misguided missiles. July, 114D. 
Uncle Harry Johnson shows toy lawn mower presented to him. 
Sept., 8. 


Power presses 
Kick presses (Ideas that worked). Nov., 27. 
Power press safety program, a 10-step program (Duffus). Aug., 20-21+. 


Prayers 
Jet age prayer (The safety valve). Aug., 14. 
Prayer for patience (The safety valve). Oct., 4. 





tt. 


Production 
More light (News briefs). Sept., 58. 
Packers, posture, production (News briefs). Dec., 30. 


Programs, see Organization 


Psychology 
Are there fashions in dealing with people? (Editorial). Dec., 4. 
Counseling accident repeaters (Consultation corner). Nov., 35- 
Pandora's box (Ideas that worked). Oct., 113. 
Tomorrow's safety targets (Godfrey). Nov., 28. 
Too much "sweet talk"? (The safety valve). Sept., 10. 


Public safety 
Beware of “gyp" extinguisher service. Sept., 146. 
Industry takes safety to the community (Saul). WNov., 30-31+. 
Paragraphs from his article in Fireman Magazine on fire safety racketeers 
(Off the job) (Tryon). Oct., 180, 162+. 


Racketeers 
Beware of "gyp" extinguisher service. Sept., 146. 
Fire safety racketeers (Tryon). (Paragraphs from article in Fireman Magazine). 


Oct., 180, 162+. 


Radar 
Radar hazards. Data sheet 481. Sept., 37-40+. 


Radiation 

Announce workshop on radioisotopes. Nov., 126. 

A Federal Radiation Council bill passed, sent to President (Wire from 
Washington). Oct., 12. 

Laboratory ventilation (Barrett). Sept., 26-27+. 

New radioisotope training program. Oct., 220. 

Nuclear fuel reprocessing (News briefs). Sept., 58. 

Nuclear medicine unit at University of Chicago School of Medicine (News 
briefs). Aug., 26. 

Nuclear planes safe, says scientist. Aug., 126. 

Planning a safe nuclear facility (Santangelo). Nov., 24-25+. 

"Rad" chosen standard radiation dose unit. July, 14. 

Radar hazards. Data sheet 481. Sept., 37-40+. 


Radiation standards (News briefs). Oct., 122, 
Radioisotopes, success story of the atomic age (Aebersold). July, 22-23+. 


See also Associations - Atomic Energy Commission. 


Radio communication 
Communication under difficulties, two-way radio and powered megaphones. 
July, 56. 
Media pass the word on Congress. Dec., 26+. 
Microwaves (Voice of the reader--A. Burton Metzger). Sept., 125. 


Radio industry 
Home grown safety. Oct., 108-109. 
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Railroads 
Accident post mortems--1859 (The safety valve). Oct., 4. 
C & O Railway honored again by NSC. Dec., 17. 
Emergency stop switch for car puller (Ideas that worked). Aug., 29. 
4,000 down, 91,000 to go (Recht). Sept., 64. 
Railroads honored for safety programs. Aug., 62. 
Railroads provide exhibits at county fairs in Ohio (Around the compass). 
Oct., 202. 


Recht, J. Le (Jack) 
4,000 down, 91,000 to go. Sept., 20-21+. 


Rehabilitation 
Don't help handicapped (overprotection). Oct., 122. 
Report progress in paraplegic care. Aug., 72. 


Research 
Cornell Aeronautical Laboratories announced large-scale automobile driving 
simulator technically practicable (Around the compass). Oct., 202. 
Cornell-Guggenheim reports progress in aviation safety. Oct., 170, 172+. 
Operation Deep Freeze. Nov., 20-21+. 


Resuscitation 
Mouth-to-mouth (News briefs). Oct., 122. 
Principles and techniques of rescue breathing (Long). Aug., 27+. 


Rewards, see Awards; Contests. 


Roberts, William L. 
Any plant can have vision conservation. Oct., 104-105+. 


Rocketry 
The rocket handvook for amateurs (Parkin). Sept., 36. (See also Voice of 
Reader replies Dec., 68, 70). 
Raps rocket review (Voice of the reader) (Lehr). Dec., 68-69. 
Rocket reviewer replies (Voice of the reader) (Gartner). Dec., 70+. 


Role playing 
Industry takes safety to the community (Saul). Nov., 130. 


Rope 
How to use wire rope clips (Hodnick). Oct., 128, 130+. 
Revise standards for armored cable. July, 34. 


Safety 
Defining safety (The safety valve). Dec., 10. 


Safety education 
Industry takes safety to the community (Saul). Nov., 30-31+. 


Safety in the sixties 
Safety in the 60's, a decade of problems and opportunities. Oct., 95+. 
Safety in the Sixties, Congress plans complete. Sept., 22. 
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Safety in the sixties (cont'd) 
Safety prepares for a challenging decade. "Safety in the 60's" to be theme of 
47th NSC Congress. July, 21. 
Survival in the 60's (The safety valve). Oct., 4. 


The safety library 
Reviews of books, pamphlets and periodical articles of interest to safety 
men (Compiled by Lois Zearing). July, 623 Aug., 56; Sept., 363 Oct., 140; 
Nov., 703 Dec., 46. 


Safety movement 
Another industrial revolution (Editorial). WNov., 4. 
A challenging decade, safety in the 60's. July, 21. 
Indiana posts filled by Huber, Beaver (Around the compass). Aug., 48. 
Safety in the 60's, a decade of problems and opportunities. Oct., 95+. 
Three dimensions in safety (Johnson). Dec., 18-19+. 
Training Milwaukee's safety leaders (Burch). Sept., 24-25+. 
See also U. S. Bureaus and departments; U. S. Military services. 


Safety movement - Foreign, See Foreign countries 


Safety stunts 
Industry takes safety to the community (Saul). Nov., 30-31+. 
Pandora's box (Ideas that worked). Oct., 113. 
Price is right quiz contestants (Ideas that worked). Dec., 29. 


The safety valve (Fish). Aug., l¥3 Sept., 10; Oct., 43 Nov., 83; Dec., 10. 


Santangelo, John C. 
Planning a safe nuclear facility. Nov., 24-25+. 


Saul, James D. 
Industry takes safety to the community. Nov., 30-31l+. 


Schools 
Launch study of school fire safety. Sept., 150. 


Seavey, Thomas E. 
Planning safety into automation. (ASSE Jour. Aug., 37-42). 
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Selling safety 
Industry takes safety to the community (Saul). Nov., 30-31+. 
Safety is 24-hour proposition (Off the job). Aug., 60-61. 
sata 2) safety program to top management (Menendez). (ASSE Jour. Aug., 
3- 7 


Signs 
Attention-getting decals (Ideas that worked). Sept., 35. 
Barricaded areas (Ideas that worked). Dec., 29. 
Radioisotopes, success story of the atomic age (Aebersold). July, 23. 
Tonic for a tired plant. Sept., 28. 


Singer, Ellis E. 
Noise is more than a nuisance. Aug., 22-23+. 


Small plants and business 
Again--the big small-business problem (Small bus. and assns.). Nov., 29. 
Any plant can have vision conservation (Roberts). Oct., 104-105+. 
Small business and associations (Baltzer and Curry). July, 4; Aug., 173 
Sept., 48; Oct., 1343 Nov., 293 Dec., ls. 


Smith, Len C. 
Consultation corner. Sept., 523; Oct., 1333 Nov., 35. 


Smoke 
Smoke ordinance to be revised (News briefs). Aug., 26. 


Smoking 


A lesser evil? (The safety valve). Aug., 14. 
Smoker sinks ship (Fire briefs). July, 60. 


Socio-economic and cultural patterns 
"The age of great men is going...." Henri Frederic Amiel, 1851. (The safety 
valve). Dec., 10, 
Safety in the 60's, a decade of problems and opportunities. Oct., 95+. 
Survival in the 60's (The safety valve). Oct., 4. 


Soil mechanics 
General excavation. Data sheet 482. Oct., 117-120+. 


Soliman, Sergio 
Safety...on the ground, too. Oct., 106-107. 


Solvents, see Flammable liquids 
Speakers 


Background of a practical safety conference (Naughten). Aug., 24-25+. 
Speaking for safety (speech contest between employee orators). Sept., 84. 


Sprinklers 
List six vital sprinkler check points. Oct., 255. 


Static electricity 
Indispensable flammables. Oct., lll+. 
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Stresau, Ann 


Keeping tab on accidents. Sept., 86-88+. 


Tanks 


Explosions from asphalt (Consultation corner). Oct., 133. 
Indispensable flammables. Oct., 110-111+. 


Telephone industry 


Industry takes safety to the community (Saul). WNov., 30-31+. 


Television 


CCTV joins Army safety staff (Daughtrey). Oct., 124. 
Hazards. behind the glamor (Williams). Sept., 30-31+. 
High pressure lab designed for safety. Sept., 148. 
Home grown safety. Oct., 109. 

TV eye sees everything. Sept., 15l. 


Theaters 
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Hazards behind the glamor (Williams). Sept., 30-3l+. 


ades and services - Statistics 
40,000 down, 91,000 to go (Recht). Sept., 64. 


affic safety 

California governor names new committee (Around the compass). Aug., 48. 

"Co-pilots,"” not back-seat drivers. WNov., 54. 

1800 attend layman-law conference (Around the compass). Oct., 201. 

Indiana to hold seminar for leaders (Around the compass). Oct., 203. 

Pedestrian program on in Sioux Falls (Around the compass). Aug., 46. 

President's Committee names 9 must factors (Around the compass). Sept., 17. 

Safety briefs...Kansas Governor's Traffic Safety Conference, Nov. 10 (Around 
the compass). Oct., 201. . 

Sixth Annual Georgia Teenage Traffic Safety Conference (Around the compass). 
Sept., 17. 

Tenth Annual Governor's Traffic Safety Conference (Around the compass). 
Sept., 17. 

See also Drivers and driving; Motor vehicles. 
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oost training (Small bus. and asens.). Aug., 17. 

CTV joins Army safety staff (Daughtrey). Oct., 124. 

Home study safety course for industrial supervisors. Nov., 46. 

Industry takes safety to the community (Saul). Nov., 130. 

Is training aoe safety different from other training? (Hartmann) (ASSE Jour. 
Aug., 34-36). 

Management looks at safety in the electrical equipment industry (A National 
Safety Council member survey). Oct., 153. 

Management safety policies... Data sheet 483. Nove, 73. 

Operation fire hazard (Dorsett). July, 72. 

Personalize your training (Stout). Nov., 116. 

Training Milwaukee's safety leaders (Burch). Sept., 24-25+. 
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Transportation 
4,000 down, 91,000 to go (Recht). Sept., 64. 
Tomorrow's safety targets (Godfrey). Nov., 28. 


Tryon, George H., III 
Paragraphs from his article in Fireman Magazine on fire safety racketeers 
(Off the job). Oct., 180, 182+. 


U. S. Bureaus and departments 
Bills would create safety and accident prevention organizations within 
Federal jurisdiction (Wire from Washington). Oct., 12. 
Commerce, GSA win President's awards. Oct., 251. 
Labor Department to open field safety offices. Oct., 166. 
National accident prevention Center (Wire from Washington). Oct., 217. 


U. S. Military services 
CCTV joins Army safety staff (Daughtrey). Oct., 124. 
Color routs olive drab army post. Sept., 151. 
The Depot story (Krueger). Aug., 68+. 
Operation Deep Freeze. Nov., 20-21+. 


Ventilation and exhaust systems 
Industry faces greater heat problems. Oct., 224-225. 
Laboratory ventilation (Barrett). Sept., 26-27. 
Planning a safe nuclear facility (Santangelo). Nov., 25+. 


Visual education, see Demonstrations; Exhibits; Films; Photographs. 


Voice of the reader. Aug., 126; Sept., 1253; Oct., 158; Dec., 68. 


Waste disposal 
Planning a safe nuclear facility (Santangelo). Nov., 


Watchmen 
TV eye sees everything. Sept., 151. 


Water safety 
Changes in accidental deaths, 1957 to 1958, (drownings). Sept., 64. 
Water safety clinics in Seattle (Around the compass). Sept., 17. 


Weeds 
Chemical warfare routs weeds. July, 34. 


Welding 
Close oxygen valve or acetylene valve first? (Consultation corner). Nov. 
35+ 
Reels for welding hose (Consultation corner). Oct., 133. 
Tinted glass for crane cab? (Consultation corner). Sept., 52. 
Trial by fire, aluminized blankets. July, 38. 


Wilkenson, Thomas H. and Cutter, Walter A. 
Toward the profession of safety program management. Oct., 96-97+. 
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Williams, Milton E. 
Hazards behind the glamor. Sept., 30-31+. 


Winter hazards 
Operation Deep Freeze. Nov., 20-21+. 


Wire from Washington (Rosenfield). July, 16; Aug., 30; Sept., 143 Oct., 123 
Nov., 173 Dec., 17- 


Wood 
Test flammability of building materials. Oct., 225. 
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